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PREFACE 


Volumes II and III are essentially devoted to a presentation of 
the fundamental principles and problems of irrigation engineering. 
While the author has endeavored to meet specially the needs of 
teachers and students in technical schools, considerable descrip¬ 
tive information and cost data have been added for the purpose 
of making these volumes more valuable to the engineers engaged 
in the construction and operation of irrigation systems. For use 
as text-books in class-room work, some of the descriptive material 
and detailed information may be considered only briefly and 
more emphasis laid on the fundamental principles and on the 
problems of economic construction. 

The preparation of these two volumes results in part from the 
development of a course in Irrigation engineering presented at 
the University of California. It is based on an acquaintance 
with a large number of irrigation systems, located in most of 
the States of the western part of the United States and in western 
Canada, obtained through many opportunities for examination 
of these projects and through connection with a number of them. 
The writer has not confined himself to his own experience and 
observations, but has dS^ussed the principles of irrigation 
engineering presented in this work with a number of successful 
engineers, who have had much experience in the construction 
and operation of irrigation systems. He has also availed himself 
not only of contemporary literature pertaining to American 
Irrigation engineering, but has consulted a large collection of 
foreign publications, mostly from India, Egypt, Spain and 
France. While there is still considerable difference of opinion 
among engineers regarding some of the principles of design of 
irrigation works, it is believed that the opinions and principles 
presented are in accordance with correct theory and good practice 
as demonstrated by careful observation. 

This treatise on irrigation engineering, as presented in Volumes 
II and III, is largely confined to canals and other works which 
pertain to the usual types of irrigation systems. No attempt 
has been made to discuss the subject of dams used for the de¬ 
velopment of storage, and of high masonry dams used for the 
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divemon of water. Excellent books on dams made it unneces¬ 
sary and undesirable to include a brief presentation of this 
subject. On the other hand, much space has been devoted to a 
rather complete consideration of low dams used for diversion 
weirs. 

The division of this work in two volumes has been made 
primarily to avoid an excessively bulky book in one volume. 
The division has had to be made more or less arbitrarily. Volume 

II, on The Conveyance of Water, begins with three chapters 
which pertain to irrigation engineering as a whole, and Volume 

III, on Irrigation Structures and Distribution System, contains 
chapters which are closely related to the conveyance of water. 
These two volumes are not entirely separate from Vol. I on 
Irrigation Practice, which has been presented as an introductory 
volume, and to which reference is made in Volumes II and III. 

The author wishes to acknowledge his indebtedness to those 
who have aided him in the collection of the large amount of data 
and information used in the preparation of this work and to the 
large number of publications from which much valuable informa¬ 
tion has been obtained. Special acknowledgment is made to the 
engineers and managers of irrigation projects, who have so 
willingly made it possible for the writer to examine these projects 
under the most favorable conditions, and who have kindly 
furnished a large number of drawings and photographs, of which 
many have been selected for the illustrations of this work. The 
acquaintance with these engineers and managers has been a 
source of much satisfaction and encouragement, and the relations 
and interchange of opinions with them have resulted in a large 
measure in whatever may be the merits of this work. To the 
United States Reclamation Service thanks are especially given. 

The tabulated references presented at the end of each chapter 
will serve in many cases as specific acknowledgment for the use 
of published articles. 

The author will appreciate any suggestions for betterments and 
will be greatly obliged to any reader who will inform him of any 
errors which may have been overlooked. 

B. A. Etcheveury. 

Baa&]BL«Y, OALxyoBmA, 

1915. 
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IRRIGATION STRUCTURES AND 
DISTRIBUTION SYSTEM 

CHAPTER I 
DIVERSION WORKS 
GENERAL CONSIDERATIONS 

Parts of Diversion Works.—The diversion works of a gravity 
irrigation system usually consist of a diversion weir across the 
river, canal headgates or regulator at the head of the canal, 
scouring sluices through the diversion weir, an overflow spillway 
or a wasteway in the canal just below the headgates and in some 
cases a fish ladder at one end of the weir and a logway through 
the weir. 

The general layout of the different parts of diversion works is 
illustrated by the following examples: 

Boise Project Diversion Works (Boise River, Idaho).—The 
general layout is shown in Plate I, Fig. A. The diversion weir 
proper, 216 feet in length, is of the Ogee type, built of concrete 
rubble with its crest 35 feet above the downstream floor. Its 
cross section is shown in Fig. 12C. The canal headgates are on 
the west bank of the river, and form eight gate openings, each 
6 feet wide and 9 feet high. They are not at right angles to the 
axis of the diversion weir, as is usually considered d^^able to 
keep a clear channel in front of the gates; but the relativHy small 
amount of sediment carried by the water and the dfficulties of 
donstruction presumably did not justify the greater cost of 
placing the headgates at right angles to the weir. At the west 
abutment of the dam is a logway 30 feet wide, and adjacent to it 
a fish ladder which is described further in detail. Next to the 
fishway toward the headgates are two scouring sluice tunnels, 
each 6 feet wide and 10 feet high, with their floor placed at 
about the same level as the downstream floor of the weir. Log 
booms, «hown on the upstream side, direct logs toward the 
leeway. The structure has since been modified by raising the 
ereat of the weir with gates placed in a supexBtructure, and 
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by the installation of a power-house at the headgates to generate 
power for use in construction of a large storage dam^ the Arrowrock 
dam, located farther upstream. 

North Platte Project Diversion Works (North Platte Wver, 
Wyoming-Nebraska).—The general plan is shown in Fig. 1. 
The diversion weir is of the Ogee type (see Fig. 12B) and raises 
the river water level to divert it into two canals.’ the Interstate 
Canal, which has a capacity of 1,400 second-feet, and the Fort 
Laramie C^anal, which remains for future construction. The 
canal headgates arc at right angles to the weir and through the 



adjacent end of the weir, in front of each set of canal gates, 
two scouring sluices, 6X6 feet, are provided. Just below the 
headgates of the Interstate Canal an overpour spillway permits 
the overflow of excess water admitted into the canal. An earth 
embankment extends out from the Laramie end of the diversion 
weir to close the flood waterway of the river channel. The 
Interstate Canal headgates are shown and described in the dis¬ 
cussion on headgates. 

Salt River Project, Granite Reef Diversion Works (Arizona).— 
The general layout is shown in Fig. 2. The characteristic 
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Fig. a —Diversion works. Boise Project, Idaho. 
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Fio. B.—Diversion works. Suimyside Project, Wash. 
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Fia. C.—Diversion works. Truckee Carson Project, Nev. 
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Fig, D.—Diversion works* Truckee Carson Projeot, Nev. 
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features are the provision of a sluiceway of large capacity at each 
end of the weir in front of the canal headgates. A brief de¬ 
scription of the general layout is given in the discussion of the 
design and operation of the scouring sluices presented further. 

Truckee-Carson Project Diversion Works on Truckee River 
(Nevada).—The diversion works consist of an open diversion 
weir with the canal headgates or regulator at right angles (Plate 
I, Figs. C and D). The diversion weir is 155 feet long and is 
divided by 15 piers, 5 feet thick, placed 10 feet on centers, into 
16 gate openings (Fig. 3). The piers rest on a concrete foun¬ 
dation 8 feet thick and 30 feet wide, reinforced with 60-pound rails, 



piling 12 feet long was driven 2 feet from the upstream face of the 
foundation floor for a distance of 185 feet. These piles extend 
well in the bed of the stream, which is composed of gravel 
boulders and sand. Beyond the concrete foundation a paving 
of large stones extends 30 feet downstream; the thickness of the 
paving is 5 feet at the upper end and 2 feet at the lower end. 
The piers are walls 15 feet high, 6 feet 3 inches wide at the top 
18 feet wide at the bottom, and 5 feet thick. These walls 
are not reinforced, and are designed as gravity walls. On top 
of these piers are smaller piers on which rest the operating plat¬ 
form. The operating plati||^m is arched and reinforced with 
I-beams well anchored to tile pier to resist the ]|M!>ward pressure 
when forcing the gates closed. ^ 
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■Diversion weir and headgates Truekee Carson Project, Nev 
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The gates for each opening consist of a set of double sectional 
cast-iron gates, each 5 feet high, and a set of flashboards for the 
upper 5 feet. When the lower gate is raised 4^^ feet it catches 
the second cast-iron gate and both are raised together. The 
total height of opening with gates fully raised is about 15 feet. 
The advantage of having the gate in sections is that it does not 
require as large a lifting force to raise them as if they were in one 
piece. To reduce friction all bearing surfaces are machine faced. 
The lifting stand is of cast-iron with bevel-gearing operated 
by a hand screw. The headgates consist of nine gate openings 
5 feet wide. The posts between are 7 feet center to center and 
2 feet thick. For sluicing the silt and sand past the headgates, 
the sill of the headgates is made 3^^ feet above the floor of 
the weir. The concrete floor has an average thickness of 2 feet. 

The headgates differ from the weir in that instead of piers of 
plain concrete the posts arc made of concrete reinforced with 
built-up steel girders which allow of much lighter construction. 
The posts arc designed as beams, such that about two-thirds of 
the water pressure is transmitted to the floor and about one- 
third to the operating platform, which is reinforced with a 
built-up steel girder to resist this pressure. The gates are 
similar to those of the weir, except that there are only two 
flashboards instead of five, and the total height of the gates is 
11 feet 4 inches. 

Beyond the headgate is an overflow spillway, with its crest 13 
feet above the bottom of the canal, intended to dispose of excess 
water admitted in the canal. 

The total cost of these headworks was $85,390 distributed 
about as follows: 


Cement, 3,971 barrels at $2.95.$10,126 

Excavation. 13,397 

Concrete, 3,322 cubic yards. 19,932 

Sheet piling. 5,265 

Gates, guides, stands, etc. 12,129 

Riprap. 13,548 

Temporary flume. 2,373 

Steel girders, lumber, puddling. 8,520 


$85,390 

On the opposite side of the river from the canal headgates the 
river bank is low and the land surface is below the flood plane* 
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This part of the flood waterway is closed with an earth embank¬ 
ment which connects with the weir abutment. 

This type of open diversion weir, with permanent piers forming 
nrrrow openings, is not well adapted to streams which during 
flood flow carry large floating material, and on this project an 
unusual flood, which carried down with it trees and large floating 
material, resulted in the obstruction of the openings and 
produced considerable damage. Since then the diversion weir 
has been modified by removing some of the intermediate piers 
in order to form wider openings to be better prepared for such 
floods. 

Headworks of Yakima-Sunnyside Project, Washington— 

(Plate I, Fig. B).—The diversion weir is a closed weir of the Ogee 
type. The hcadgates are separated from the weir by the gate 
tender^s house. About 25 feet away from the gate tender^s 
house is a scouring sluice 6 feet wide, which is too small and not 
placed near enough to the headgates to be effective. The 
stream, however, carries little silt, so that the opening may have 
been provided to facilitate construction or for the passage of 
logs (Fig. 4). 

The weir is 500 feet long and rests on rock (Fig. 12A). The 
width of the weir from the upstream face to the end of apron is 
20 feet. The height of the crest above the apron is 7}4 feet. 
In the deeper portions of the stream where the crest is more 
than 7}i feet above the bed of the river, the apron is continued 
with a series of steps 1 foot 6 inches wide, and 1 foot high. 
Cut-off walls 2 feet wide extend 1 foot into solid rock at the 
upstream toe of the weir and at the lower end of the apron. 
The crest of the weir is 6}^ feet above the sill of the headgates, 
which assures that depth of water at the gates when the water 
just overflows over the weir. 

The headgate structure is 43 feet 6 inches wide and 19 feet 
6 inches high. The top of the operating platform is at the same 
height as the top of the earth embankment beyond the end of 
the diversion weir. The headgate consists of six gate openings 
6 feet high and 6 feet wide, separated by buttress walls 18 inches 
thick. Between the buttress walls above the gate opening are 
panel walls inches thick reinforced with % inch square bars. 

The operating platform is 8 inches thick and is reinforced with 
5^-inch steel square bars, placed 6 inches on center IJ^ inches 
from the bottom of slab. The gates are vertical cast-iron gates 



2 Pipe Rail 


DIVERSION WORKS 


7 



Fig. 4. Diversion M orks, Yakima-Sunnyside Project, Washington. 
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with 33 ^^-inch gate stems. They slide in metal grooves placed 
in the buttress walls and are lifted by means of cast-iron lifting 
stands with beveled gear operated by hand. 

Below the cast-iron gates is another set of wooden gates of 
the Taintor type, which are radial gates hinged 6 feet above 
the floor and 9 feet from the outside face of the panel wall. 
These gates are emergency gates to be used when necessary 
to close the gates rapidly, but would very seldom be used. 

The dam was built of rubble concrete composed of large stones, 
which could be handled by one man, incorporated in the concrete. 
The proportion used was 43 per cent, rubble stone and 57 per 
cent, concrete. Eighteen hundred and nine cubic yards of 
rubble concrete were put in the dam at an average cost of $0.40 
per cubic yard, excluding engineering and administration. 
For the headgates, 493 yards of concrete wore put in for the 
foundations and wings at an average cost of $13.95 and 38 yards 
for the buttress walls, panel walls and platform at an average 
cost of $28.70, including reinforcement. The cast-iron gates 
cost $2,529 in place. The concrete work for the headworks 
cost nearly $20,000. Excavation for abutments and darn, build¬ 
ing of dyke, widenirig of river channel, excavating main canal, 
etc., brought up the total cost of the headworks to $48,531, 
including administration. 


DIVERSION WEIRS 

Position and Height of Diversion Weir.—The weir is generally 
placed at right angles to the direction of flow. A skew weir has 
a tendency to cause currents parallel to the weir axis, which on 
soft foundation may result disastrously. A skew weir should 
only be used on firm foundation. 

The main object of a diversion weir is to raise the water level 
in the river to divert the desired flow in the canal through the 
headgates. The required height of weir to produce this must be 
determined from a consideration of the stream flow during the 
period of low flow. On many irrigation systems during part of 
the irrigation season at least the stream flow may be only about 
sufficient or less than the desired flow in the canal, so that there 
will be little or no surplus water pouring over the crest of the dam. 
It is necessary that the crest of the weir or the minimum low 
water level over the weir be built or raised to a minimum eleva- 
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tion above the full supply water level in the canal by a difference 
equal to the head necessary to give the desired velocity through 
the headgate openings. This head will usually be small, for 
it is generally more economical to use a small velocity and large 
gate openings than it would be to increase the height of the 
diversion dam in order to obtain a higher velocity and corre¬ 
spondingly smaller gate openings. When the entire stream flow 
has to be diverted through the headgates, a crest elevation 6 
inches above full supply water level in the canal will usually 
be sufficient. Considering the flow through the gate openings 
as submerged and with a coefficient of discharge of 0.8, the dis¬ 
charge per square foot of ga te openin g for a 6-inch head is 
Q = CaV 2gh = 0.8 X 1 X V64.4 X K = 4.55 cubic feet per 
second. 

The elevation of the crest of the diversion dam is determined 
from the elevation of the full supply water level in the canal as 
stated above, and the height of the weir at any point is deter¬ 
mined from the height of the water surface in the canal above 
the stream bed. When the canal is located along the side hill 
or bank of the river, the grade of the canal being flatter than 
that of the river, it is possible to continue the canal upstream 
to a point whore the water level in the canal would be lower 
than the elevation of the minimum low water level in the stream, 
in which case it may not be necessary to construct a diversion 
weir. This, however, is only feasible when the minimum stream 
flow is considerably larger than the desired flow in the canal, 
and is not the usual case. Below this point of intersection of 
the canal line with the stream there may be several points in 
the river channel which offer favorable conditions for the con¬ 
struction of a diversion weir; the choice will then be between a 
comparatively high weir and shorter diversion line with a com¬ 
paratively low weir and longer diversion line. The choice 
should be based on a consideration of total cost, of operation 
and maintenance cost, of extra seepage losses in the longer 
line, etc. 

On some projects an economic problem of a little different 
character occurs, where the stream flow is to be diverted from 
the river after it emerges from the hills into the valley land or 
through benches. The river may have cut a moderately deep 
channel so that its bed at the selected point of diversion is con¬ 
siderably below the surface of the bench or valley land. To 
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divert the water the choice may then be between a low diversion 
dam with a canal in deep cut and a higher diversion dam with a 
canal whose bed will be nearer the ground surface. For the 
deeper canal the available fall on the canal line, through the 
bench or valley, must give sufficient excess grade to be able to 
start the canal in deep cut at the headgates and gradually bring 
it out to an ordinary cut and fill section. The most economic 
solution requires a cost comparison by balancing the increased 
cost of canal excavation obtained with the deeper canal against 
the increased cost of a higher diversion weir. 

An additional consideration, of great importance in determin¬ 
ing the height and character of the diversion weir when it is 
to be constructed on the valley portion of the stream, is its effects 
on the lands above it. The weir, especially during flood flow, may 
produce a rise in the normal water level, which will make the 
river overflow its banks, in some cases flooding considerable 
valuable lands on the upstream side or causing a tendency for the 
river to acquire a new channel through some depression or into 
an old channel, or around one end of the diversion weir. This is 
prevented by training or protection works such as levees to con¬ 
fine the river in its cTiannel, or by continuing the diversion dam 
proper at one or each end with an earth embankment on the axis 
of dam of sufficient height to be safe against overtopping and 
extending out until it tapers into the land surface sloping toward 
the stream channel. It may also require an open weir with col¬ 
lapsible crest to allow the flood flow to pass on with the least 
obstruction. 

Length of Diversion Weir.—The length of the weir will also 
affect the height to which the water will be backed up on the up¬ 
stream side. For some of the conditions indicated above the 
weir site will often permit a selection of the weir length within a 
certain range. It may be desirable to use a long weir and de¬ 
crease the length of the embankment which extends into the side 
hill, or it may be preferable to confine the weir to a shorter length, 
increasing the length of the embankment. Where several weir 
sites are available a larger selection in weir length may be possible. 
A short weir will have to be designed stronger on account of the 
greater depth of water and the greater strength required to resist 
greater dynamic forces. On the other hand, where a stream has 
a slow velocity and carries considerable B&nd or silt, it is preferable 
to restrict the weir length to as short a length as feasible in order 
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to obtain a higher velocity and prevent the deposition of silt 
which in some cases may form islands above the weir, causing con¬ 
siderable trouble by diverting the channel of the river away from 
headgates. As a rule it is preferable to use the weir site giving 
the shortest weir. Where the overflow of valuable land may 
occur, the extent of flooded lands should be carefully considered; 
this may require a study of the backwater curve, according to 
the principles and computations given in the standard books on 
Hydraulics. 

Location of Diversion Weir.—These considerations show that 
the location of the weir will be determined from the position of 
the canal and from a comparison of the conditions at certain 
points on the river which are favorable to the construction of 
the headworks and upper part of the diversion canal. 

The location may be made by three methods: 

First .—By maps obtained from topographic surveys of the 
entire country, using when available the topographic maps of the 
United States Geological Survey. This will usually permit 
only an approximate location, but may give the basis for the 
location by the other two methods. 

Second .—By leveling from the highest point of the land to be 
irrigated, allowing the proper canal grade and continuing the 
level line until it intersects the stream, or up to a selected point 
of diversion. To avoid obstacles and permit more favorable canal 
construction, the canal line may be moved up on higher benches 
or extra grade introduced which will be taken up by the use of 
falls or chutes. 

Third .—By selecting suitable diversion points on the river, 
which are known to be at an elevation sufficiently high to 
command all the land to be irrigated, and running from this point 
the level lines and location lines down to the highest point of the 
area to be irrigated, allowing the proper grade and introducing 
falls or chutes to use the excessive grades at points which will be 
favorable to economic canal location. 

General Character and T3rpes of Weir Locations.—^The loca¬ 
tion of a weir site will be at one of the following points on the 
stream: (1) Junction of plain and foothills. (2) In plain 
or valley, (3) In the hills. 

1 . When the weir is located on the stream where it emerges 
from the hills, at the junction of the valley land with the foot¬ 
hills, the following conditions are generally encountered: The 
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subsurface of the stream channel will usually bo satisfactory for 
good foundations as it generally consists of coarse sands, gravel 
and boulders, which in some cases overlay bedrock at a moderate 
depth. The surface topography along the line of the diversion 
canal will be fairly smooth, the soil firm and few if any deep 
drainage channels will have to be crossed. These conditions are 
favorable to an inexpensive diversion canal. 

2. When th(' weir site is on the valley portion of the stream, 
the subsurface of the stream channel is usually gravel, sand or clay 
and unless a clay stratum or impervious bed can be reached by 
sheet piling or a cut-off wall, there will be more or less underflow 
under the dam. The surface topography is usually smooth and 
fairly level and the stream has a flat grade. These conditions 
are favorable to a short and inexpensive line and to a low but 
long diversion weir. The disadvantages are: (a) that the stream 
may not have sufficient fall to permit an easy diversion; (b) 
that there is danger of submerging land above the weir and of 
the stream cutting a new channel; (c) on streams with wide sandy 
beds, islands tend to form above the weir and may cause erosive 
currents parallel to the weir axis. These effects are largely 
prevented by using either an open weir or a closed weir with 
removable crest. 

3. When the weir site is in the hills the subsurface of the 
stream channel is solid rock or boulders. The surface topography 
is rough, the slopes of the side hills are steep, and the grade of 
the river large. These conditions frequently require a strong 
weir in a narrow gorge and difficult and expensive construction 
of headworks and diversion line, with frequent cross drainage 
works, flumes, siphons, culverts, etc. 

Conditions Favorable to a Good Site for Headworks.— 
When several sites are available the best one is that which satis¬ 
fies the most of the following requirements: 

1. Where there is room for the construction of canal head- 
gates and diversion line without the necessity of expensive 
construction such as tunnel work, retaining wall sections, deep 
cut, rock excavation, etc. 

2. Where the canal headgates can be placed at right angles 
to the weir so as to maintain a clear channel in front of the gates. 

3. Near suitable building material. 

4. Where good foundation and permanent banks car be 
obtained. 
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6. Where an impervious stratum is at or near the surface of 
stream bed, 

6. Where the grade of the stream is steep enough so that 
with a low weir the canal and stream shall be near the same 
level only for a short distance. 

7. Where an expensive high dam will not be needed to divert 
the water. It may, however, be cheaper to use a high dam than 
to use a longer diversion line. 

8. Where the construction of the weir will not cause flooding 
of valuable lands above or tend to change the stream channel. 

9. Where the velocity in the stream shall be preferably less 
than the velocity in the canal, to prevent silt deposits in the 
canals. 

10. Where the stream channel is straight with uniform 
velocity and regular cross section. If on curved channel, when 
the velocity of stream is small, the headgate should be placed 
on the outside or concave side of the channel; when the velocity 
is great, and especially with soft banks, the headgate should be 
placed on the inside or convex side of the curve, where it will be 
safe from erosion. This requirement is more important for sites 
where no diversion weir is necessary. 

CLASSES OF DIVERSION WEIRS 

Diversion weirs belong to two general classes: closed weirs 
and open weirs: 

j Closed weirs are usually comparatively low dams built as 
complete obstructions across the river so that the entire stream 
flow passes over them. To this class belong: Brush and cobble 
weirs, log weirs, pile weirs, crib weirs: either continuous or built 
up of separate cribs, solid concrete or masonry gravity type weirs, 
loose rock weirs of the type used in India, and framed weirs of 
wood, steel or reinforced concrete. 

Open weirs are built across the river to produce the least 
obstruction to the flow. The stream channel is usually divided 
into a number of openings or bays, separated by piers, columns, 
or framed buttresses of wood, steel, or concrete, supporting at 
the top the operating platform. The openings are closed and 
regulated by horizontal flashboards for the simplest type, or by 
lift gates of wood or steel, and in some cases collapsible gates. 
The diversion weir may have to be designed to give an entirely 
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unobstructed channel, such as when considerable large floating 
material is carried during flood time, in which case collapsible 
or removable gates are used and the piers and platform may 
be entirely omitted or may be made in sections either loose 
or hinged, so that they can be removed or collapsed with the 
gates during flood flow. 

The selection of the type of weir will depend on the character 
of stream flow, the effect of the weir on the flooding of lands 
above, the character of the foundation, the permanency desired 
and amount of money available, and the availability of the 
material of construction. An open weir is to be used in preference 
to a closed one where the obstruction formed by a dosed weir 
would raise the flood height of the water level to such a height 
as to cause the flooding of valuable agricultural land; or would 
result in the formation of sand or gravel islands on the up¬ 
stream side of the weir. Closed weirs are self-acting, do not 
require the operation of gates, and will permit the passage 
of ice, trees and other floating material. 

DESIGN OF DIVERSION WEIRS 

The design of diversion weirs will depend on the type of 
weir and the local conditions, but there are static and dynamic 
forces common to all types of weirs, and general principles of 
design may be stated which are applicable to any type of weir. 
These principles will be derived from a consideration of the static 
and dynamic forces acting on a solid overflow diversion dam 
built across the river: 

First, for weirs built on impervious foundations, such as bed¬ 
rock not fissured, or impervious clays. 

Second, for weirs on pervious foundations of silt, sand or 
gravel. 

The forces acting on weirs built on impervious foundations 
include the following static forces and dynamic forces. 

The static forces are: 

1. The normal water pressure on the upstream face. 

2. The normal water pressure on the downstream face due 
to the back water. 

3. The weight of the water supported by the crest* 

The dynamic forces are: 

1. The erosive or scouring force on the downstream side ef 
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the weir produced either by the high velocity or by the impact 
of the water pouring over the weir. 

2. The force of impact of ice, trees, etc., against the crest 
on the upstream face of the weir. 

The forces acting on weirs built on pervious foundation in¬ 
clude in addition to those stated above the following underflow 
forces: 

1. The transporting and erosive power due to the underflow 
in the stream bed under the weir floor. 

2. The upward static pressure on the weir floor produced by 
the water under the floor. 

Theoretical Cross Section of a Gravity Masonry or Concrete 
Weir on an Impervious Foundation.—A diversion weir differs 
from the usual dam used for storage purposes, in that water 
overflows the crest. The conditions for stability against the 
hydrostatic pressure are the same but require the considera¬ 
tion of the additional forces produced by the overflow water. 
A diversion weir is usually a low structure and therefore does 
not have to be designed for the crushing of the masonry, which 
is only to be considered in high dams usually over 100 feet in 
height. The conditions for stability against hydrostatic pres¬ 
sures are: 

1. There must be no tension in the masonry or in the contact 
plane between the weir wall and the foundation. 

2. There must be no overturning. 

3. There must be no tendency to slide on the joint with the 
foundation or on any horizontal plane above the base. 

4. The maximum pressure on any plane or on the foundation 
must not exceed the prescribed safe limit. 

The simplest application of these conditions of stability is 
obtained from a consideration of the theoretical cross section 
required for a dam not subject to overflow, with the crest of 
the dam level with the surface of the water. The most eco¬ 
nomical theoretical cross section is triangular, with the upstream 
face vertical (Fig. 6A). 

The first condition is met when the section is designed of 
such width that the resultant of the hydrostatic pressure with 
the weight of the masonry shall cut the Ibase at or within the 
middle third. When there is no water back of the dam the 
resultant is the weight of the dam, and for a triangular profile 
with a vertical backfaoe the resultant will fall exactly at the 
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Fig 6 —^Theoretical profile of diversion wens. 
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upstream end of the middle third. When there is full hydro¬ 
static pressure up to the crest of the dam the resultant must 
fall not farther out than the downstream end of the middle third; 
this condition determines the base width, which is obtained as 
follows (Pig. 5A): 

Assume a lineal foot of dam: 


Let P 
H 
d 
w 
B 
W 

P 


total full hydrostatic pressure, 
height of dam. 

density of concrete or masonry, 
weight of a cubic foot of water, 
base width, 
weiglit of dam section. 


wIP 


and W 


BII 


dw. 




II 

3 


From which: 


BII 


dw X 


B 

3* 


B = 


H 

's/d 


Using 62.5 pounds and 150 pounds for the respective weights 
of a cubic foot of water and of concrete, the density is 2.4 and 
the base width is B == 0.65//. 

This relation produces a minimum intensity of pressure at 
the upstream toe of tlie base of zero and a maximum intensity 
of pressure on the base at the downstream toe of the dam equal 
2W 

to which is twice the average intensity of pressure on the 

foundation. It fulfills the second condition, giving a factor of 
safety against it of two. To meet the third requirement, the 
coefficient of friction must be at least equal to 0.65. The co¬ 
efficient of friction of a masonry weir on a medium smooth 
rock foundation will be about equal to or greater than the above 
value. Additional strength against sliding is produced by the 
bond between the weir and the rock foundation by leaving the 
plane of contact rough and by forming it into steps or by cutting 
anchor trenches. The coefficient of friction when the weir is 
built on a clay sand or gravel foundation will be less than the 
required value given above. The required additional strength 
against sliding is obtained by anchorage to cut off walls, or 
piles, and by the resistance to friction obtained from the ffoori 
a 
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which for soft foundations is necessary and is built as part of 
the weir. 

The design of the theoretical profile of an overflow masonry 
weir to resist the static forces requires the consideration of the 
following hydrostatic pressures: ( 1 ) The normal water pressure 
on the upstream face. (2) The normal water pressure on the 
downstream face. (3) The weight of the water on the crest of 
the dam. These pressures must, with the weight of the weir 
wall, give a resultant pressure which will fall within the middle 
third. These forces are indicated on the accompanying pro¬ 
file (Fig. 5B). Consider a lineal foot of weir wall and let: 

b = width of crest of weir. 

B = width of base of weir. 

H == height of weir. 

D = depth of overflow. 

h = head due to velocity of approach. 

Di = depth of backwater or tail-water. 

Pi = normal water pressure on the upstream face. 

P 2 = normal water pressure on the downstream face. 

W 1 ~ weight of water on weir crest. 

W 2 — weight of weir wall. 

d = density of concrete or masonry. 


The approximate dimensions of the weir wall may be deter¬ 
mined by assuming it as a simple triangular profile extending 
to the water surface, its height being equal to H + D + h. The 


crest width at the depth D + his then h = 


D + h 
\/i 


and the base 


.H D h 
width 18 P ~- 

The crest width thus obtained is smaller than is generally 
used in practice. A greater width is necessary to give it added 
strength against the dynamic forces, such as the impact of ice and 
floating material. W. G. Bligh, a retired executive engineer 
of India, recommends the following formula for the crest width: 

b = Vh + Vd. 

These dimensions are only approximate and the profile must 
be checked by computation either analytically or graphically 
and modified if necessary. The correct cross section is obtained 
when the maximum resultant pressure falls just at the down¬ 
stream end of the middle third. The value of the resultant 
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pressure will vary with the relative elevations of the water 
surfaces on the upstream and downstream sides of the weir 
wall, corresponding to the variations in stream flow. 

The depth of water above the weir crest is obtained by one of 
the standard formula for flow of water over weirs. Francis 
formulae are generally used. 

Q == CIH^^ for no end contractions, no submergence and no 
velocity of approach. 

Q — Cl [(H + — h^] for no end contraction, no sub¬ 

mergence and with velocity of approach. 

Q ^ Cl {NH)^^ for no end contraction and with submergence. 

In these formulae: 

Q = discharge over weir for length of weir crest equal to Z. 

C = coefficient varying with the form of the weir crest. 

H = head on crest of weir. 

h = velocity head 

= a coejficient which depends on the proportional sub¬ 
mergence. 

Values of C and N are given and referred to more in detail 
in the discussion of flow over weirs. 

The elevation of the backwater or downstream water level 
will be obtained from the depth of water in the river channel, 
corresponding to the volume of water carried, by the formula for 
flow of water in channels: Q = ACy/Vs where A = area of 
water cross section, r = hydraulic radius, s == grade of river, 
C ~ coefficient obtained by Kutter's formula. For a broad 
channel, the value of r will be nearly equal to the depth of water, 
and with the weir base on the same grade as the bed of the river, 
Z>i = r (approximately). 

The dam should be designed for the most severe conditions. 
This will not necessarily be either when the water level on the 
upstream side is level with the crest, with no overpour and there¬ 
fore no backwater, or when there is maximum flood flow with 
greatest depth of water on the upstream and downstream side. 
The design should be considered for other conditions as well as 
these conditions, by using for each stage of flow the corresponding 
upstream and downstream elevations of the water surfaces- 
Where the downstream water level may rise above the crest of 
the dam so as to submerge it, the most severe condition will 
occur when the weir is near the point of submergence. 
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Upward Presstire Due to Infiltration or Percolation under the 
Weir Wall.—When a weir is built on fissured rock or on a solid 
foundation in such a way that the contact between the base of 
the dam and the foundation is not perfect and allows percolation 
under the dam, the water, if not removed by drainage, produces 
an uplift pressure on the base, which must be considered in the 
design of the cross section. The intensity of this upward pres¬ 
sure will vary with the distance the water has to percolate and 
will therefore depend on the total perimeter of contact between 
the base of the dam and the foundation, including the cut-off 
trenches. The intensity of pressures at the entrance and at the 
outlet of the path of percolation between the two siirfaces are 
equal respectively to the depth of water at the upstream and 
downstream toe of the weir. The total uplift pressure will vary 
with the stages of flow; the values obtained for different conditions 
of flow must be considered with the corresponding static pres¬ 
sures on the upstream and downstream faces and on the crest of 
the dam, in order to obtain the most severe conditions on which 
the design must be based. 

In order to prevent or decrease the uplift pressure, the base 
may bo drained, by, placing a line of drains under the base parallel 
to and near the upstream toe and discharging the collected water 
by cross drains (Fig. 125). The maximum uplift pressure will 
then correspond to the maximum level of the backwater. 

Theoretical Cross Section of a Gravity Masonry or Concrete 
Weir and of Loose Rock Weirs on a Pervious Foundation,—The 
design and construction of diversion weirs on pervious foundations 
has usually been largely based on the design of existing structures 
of the same type and under similar conditions, modified according 
to the judgment and experience of the engineer, using more or 
less empirical rules. In a text-book on the Practical Design of 
Irrigation Works, the author, W, G. Bligh, a retired executive 
engineer of the Indian Public Work Department, has evolved 
principles of design for such works, based largely on the dimen¬ 
sions of structures in India, and on experiments on the passage of 
water through sand by Lieut.-Col. J. Clibborn of Roorkee, 
India. 

Types of Weirs Used in India .—^The diversion weirs built in 
India on pervious foundations are of three types: (1) Those 
which consist essentially of a weir wall of gravity section, usually 
trapezoidal, and of a strong floor or apron on which the water 
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falls (Figs. 5C, 5D, bE). (2) Those which consist of a raised sill 
across the river with an upstream impervious floor, usually of 
masonry, extending from the stream bed and sloping up to the 
crest of the sill, and a downstream impervious floor of masonry 
sloping down from the crest of the sill to the stream bed and con¬ 
tinued with riprap or paving. The crest of the wall is often 
equipped with collapsible gates or shutters (Fig. 6). (3) Those 

which have a flat triangular profile similar to the second class, but 
built of loose rock fills between longitudinal, rectangular, cross 
walls parallel with the axis of the dam, one of which is placed on 
the crest line and forms the crest. In this type the upstream 
face of the rock fills slopes up from the stream bed to the crest on a 
slope of usually 1 on 3, or 1 on 4, and the downstream or rollerway 
face slopes down from the crest to the stream bed on a slope of 
from 1 on 10, to 1 on 15, depending on the character of the stream 



bed. The Laguna weir on the Yuma Project, California-Arizona 
(Fig. 8), described farther, is of this type, differing from the 
Indian weir type, in that the walls are extended down below the 
stream bed and sheet piling is used below the crest wall. In 
India the walls extend only down to the stream bed. This class 
of weir differs from the first and second class in that the body of 
the weir is pervious and therefore not subject to hydrostatic 
uplift pressure. The first type of weir, often modified by 
shaping the downstream face of the weir to an Ogee form, as 
described farther, is that most commonly used in the United 
States for solid masonry or concrete weirs. For this reason the 
principles of design stated below have been applied specially to 
this type, although they are equally applicable to the second 
type and in part to the third type. 

Design of Solid Masonry or Concrete'Weir on Pervious 
Foundation. —The weir will consist of the superstructure or weir 
wan across the river, the downstream impervious floor or apron, 
with an extension of riprap or paving on ^e stream bed, and 
usually a cut-off wall or sheet piling at the upstream toe of the 

3\S3-3 
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weir wall and one at the downstream end of the floor (Fig. 5E). 
In some cases an upstream floor is used in addition to the up¬ 
stream cut-off wall, or as a substitute for it. 

Forces Acting on the Weir.—The forces include, in addition 
to those acting on a weir built on an impervious foundation, the 
hydrostatic uplift pressure and the underflow transportive or 
erosive power. The weir wall above the floor may be considered 
as built on the impervious floor and is then designed in the 
same manner as if built on an impervious foundation according 
to the principles presented above. The design of the other 
parts of the weir is determined by the hydrostatic uplift and 
the underflow erosive force which depends on the velocity of 
the undercurrent and is proportional to the difference in water 
levels on the upstream and downstream sides and inversely 
proportional to the length of the path of percolation. The 
important principles of design of weirs on pervious foundations 
are: 

First .—The path of percolation under the weir must be made 
large enough to offer sufficient resistance to the underflow to 
prevent the undermining of the structure by a too high underflow 
velocity. 

Second .—The floor must be designed of sufficient thickness 
to resist the uplift pressure. 

Hydrostatic Uplift Pressure,—The hydrostatic uplift pressure 
acting on the underside of the weir base or floor will depend on 
the elevations of the water surfaces on the upstream and down¬ 
stream sides of the weir. When the water level on the down¬ 
stream side is higher than the surface of the floor, so as to sub¬ 
merge it, then the uplift pressure is partly balanced by the 
weight of water on the floor (Fig. 5C). The resultant unbalanced 
upward water pressure will therefore be maximum when the 
difference in elevation between the water surfaces is maximum. 
This will usually be obtained when the stream flow is minimum 
or when the water level on the upstream side is level with the 
crest of the weir and when the stream below is either dry or when 
the downstream w.ater level is just level with the floor. An 
increase in flow will produce a depth of overpour over the dam 
and a rise in the backwater level. On streams with sandy 
channels, the grade is flat and the velocity is low. For these 
conditions the computations will usually show that the depth 
of overpour will be smaller than the corresponding rise in the 
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backwater level, so that the difference between the water levels 
on the upstream and downstream sides of the weir will decrease 
for an increase in flow. The intensity of uplift pressure is maxi¬ 
mum at the upper or inlet end of the path of percolation; from 
this point it decreases in proportion with the distance the water 
has to creep. 

Path of Percolation.—Mr. Bligb states that, from experiments 
made in India, piezometer measurements have shown that in 
considering the uplift pressure the path of percolation is not the 
shortest line between the inlet and outlet, but is the path formed 
by the perimeter of contact between the material of the stream 
bed and the under side of the weir with its floor, cut-off walls, 
sheet piling and other projections and that when water-tight 
cut-off walls or sheet piling arc used, both at the upper end and 
lower end of the floor and placed not closer to each other than 
twice the maximum depth, the path of percolation will be down 
the upstream face of the wall and up along its downstream face, 
then along the plane of contact of the weir wall and floor on the 
porous material, and finally down and up the second cut-off 
wall (Fig. 5/2). The effect, therefore, of using cut-off walls 
is to increase the length of the path of percolation by twice 
the depth of each cut-off wall. The upper cut-off wall at the 
upstream toe of the weir decreases the uplift pressure on the floor, 
but the lower cut-off wall at the downstream end of the floor 
increases the intensity of uplift pressure. The same effect 
as obtained with the upper cut-off wall is produced by the use 
of an impervious floor constructed on the bed of the stream channel 
on the upstream side of the weir, equal in length to twice the 
depth of the sheet piling. This upstream floor may be made 
thin because the depth of water on the floor will more than 
balance the uplift pressure on the under side of the floor. The 
main purpose of the lower cut-off wall is to either give a sufl5cient 
length of enforced percolation or to protect the downstream 
end of the floor from undermining by the backwash of the water. 
If a sufficient length of enforced percolation is obtained without 
the path around the lower cut-off wall, drain holes through the 
wall or at the lower end of the wdr floor are advisable to decrease 
the uplift. 

Length of Path of Percolation.—The path of percolation 
must be great enough to offer sufficient resistance to the underflow 
to prevent the undermining of the structure by the transportation 
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or washing away of the material under the floor. The necessary 
length of enforced percolation has been determined largely from 
observation of existing structures and from failures due to the 
underflow. Mr. Bligh recommends the following relation: 

C XH 

where I = length of path of enforced percolation in feet. 

H = head of water in feet represented by the maximum 
diflferenco in elevation of the water levels on the up¬ 
stream and downstream side of the weir. 

C = coefficient depending on the character of the material 
of the stream bed. 

C = 18 for river beds of light silt and sand as the Nile. 

C = 15 for fine micaceous sand such as in the Colorado River. 

C = 12 for coarse-grained sand. 

C = 9 for gravel and sand. 

C = 6-4 for boulders, gravel and sand mixed. 

Thickness and Weight of Floor.—The intensity of the uplift 
pressure at any point is, as stated above, dependent on the 
relative elevation’of the water surfaces on the upstream and 
downstream sides of the weir, and on the position of the point 
considered on the path of percolation. When the floor is sub¬ 
merged the uplift pressure is partly balanced by the weight of 
water on the floor at that point and the resultant represented 
by the difference is the upward pressure which the floor must 
resist. This resistance may be obtained: 

First .—By connecting the floor to anchor piles or other form 
of anchorage. 

Second .—By making the floor sufficiently thick to give a weight 
in excess of the upward pressure. 

The inlet and the outlet to the path of percolation are usually 
at the stream bed, and the corresponding pressure heads at 
tfie inlet and outlet are the depths of water above the stream 
bed measured respectively on the upstream and downstream 
sides of the weir. The intensity of uplift pressure at any point 
on the underside of the floor is best obtained by a graphical 
study of the weir cross section and hydraulic pressures. The 
hydraulic grade line must be drawn, and the distance measured 
from the hydraulic grade line to the underside of the floor at 
the point considered gives the uplift pressure head. The hy* 
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draulic grade line is broken and dropped at vertical cut-off Walls 
a distance equal to the loss in head produced by this part of 
the path of percolation, and between cut-off walls or other 
projections below the floor it will have a uniform slope unless 
the material of the stream bed along the path of percolation 
changes or the base of the floor forms more than one continuous 
plane. To obtain the intensity of pressure at any point for the 
general case (Figs. 5C, 5Z>, 5E). 

Let Hi = pressure head at the inlet to the path of per¬ 
colation, equal to the depth of water on the up¬ 
stream side of the weir. 

Hi — pressure head at the outlet to the path of per¬ 
colation, equal to the depth of tail-water above the 
downstream end of the floor. 

Z = total length of the path of percolation. 

h = length of path of percolation to the point considered. 

h — Hi — Hi — total drop in hydraulic grade line or 
loss in pressure head or in uplift pressure in the 
distance Z. 

Ao = drop in hydraulic grade line or loss in pressure 
head corresponding to the length of the path of 
percolation down to the point considered. 

hi = pressure head at point considered, measured from 
the hydraulic grade line. 

Pi = intensity of uplift pressure at the point considered 
in pounds per square foot. 

hi = depth of water above floor at point considered. 

Pr == resultant intensity of upward pressure at the point 
considered to be balanced by the weight of the floor 
in pounds per square foot. 

Wi = weight of a cubic foot of water in pounds. 

Wi = weight of a cubic foot of floor material in pounds. 

t = thickness of the floor in feet. 

ho — j X Zi. 

pi = Ai X Wi. 

pr = (hi - hi)Wi. 

In determining the required thickness of the floor, the con¬ 
ditions giving maximum value for pr must be considered. As 
previously stated, these conditions are when there is maximum 
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dilference in elevation of the water surfaces, which will usually 
be when the water level on the upstream side of the weir is level 
with the crest of the weir and the water level on the downstream 
side is minimum or level with the lower end of the floor. For 
these conditions giving maximum resultant upward pressure 
and with a level floor surface, ^2 will be zero, and if the special 
value of hi is denoted by Ky then pr == hrWi. 

Where the floor is designed to resist upward pressure by 
anchorage, the floor is divided by the anchorage into panels which 
must be designed as floor slabs against the bending stresses pro¬ 
duced by the upward pressures determined as explained above. 
Where the floor has no anchorage and bending strength, such as 
when built of masonry or plain concrete not anchored, the 
weight alone prevents the uplift. To give ample safety, the 
thickness of the floor may then be made greater than that re¬ 
quired for exact balance. The thickness is then t — ~ • 

Length of Floor and Cut-off Walls.—The total length of the 
path of percolation is obtained as previously stated. This 
length is divided up between the downstream floor, the cut-off 
walls, and in some cases an upstream floor. The downstream 
floor may be made'of such length that it will comprise a large 
part of the path of percolation, but it must not be made too short, 
for one of the main objects of the floor is to protect the stream 
bed against the impact of the falling water. For this purpose a 
length of floor, measured from the downstream toe of the weir 
wall, of 3 or 4 times the height of the weir crest above the 
floor is sufficient. Mr. Bligh recommends the following em¬ 
pirical equation for the length of apron or floor measured from 
the downstream toe of the weir wall: 

La = 4C 

where C «= coefficient used to determine the length of the path 
of percolation. 

Ha — height of weir crest above the floor or apron. 

Knowing the length of the floor, this value subtracted from 
the total path of percolation gives the length to be divided be¬ 
tween the cut-off walls or to be given to an upstream floor. 

Riprap Extension for River-bed Protection*—The impervious 
floor is continued downstream with riprap or paving. The 
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length of this riprap must depend on the character of the stream 
bed, the height of fall and the volume of water carried. The 
total length of floor and riprap is stated in the form of an em¬ 
pirical equation given by Mr. Bligh: 

L = lOCyjf^ = 0.365C 

Where L = total length of floor and riprap or paving. 

Hh = the height of the weir crest above low water level on 
the downstream side of the weir wall. 
q = maximum flood discharge in cubic feet per second 
per lineal foot of weir crest. 

C ~ path of percolation coefficient (page 24). 

The length of riprap or paving alone will be: 

Lp = L - La = 0.355cy[ffig - La 

The thickness of loose riprap should be not less than 2 feet. 

DESIGN OF DIVERSION WEIRS OF THE LOOSE ROCK-FILL 
INDIAN TYPE 


This type of weir, previously described, is illustrated by the 
Okhla weir (Fig. 7) on the Jumna River, India, and the Laguna 



Fig. 7. —Okhla weir, Jumna River, India. 


weir (Fig. 8) across the Colorado River (Arizona-California). 
This type of weir has a flat triangular profile, built of loose rock 
fills separated longitudinally by rectangular vertical walls or core 
walls parallel with the axis of the weir. The main wall is placed 
on the axis of the crest of the weir. On the upstream side of the 
main crest wall the loose rock fill slopes from the crest down to the 
stream bed on a slope ranging usually from 2 to 1, to 4 to 1; on 
the downstream side the rock fill has a flat slope, usually from 
12 to 1, to 20 to 1, and is divided by one or more walls parallel 
with the crest walk The division walls Are usually 4 to 6 feet 
thick; their bases rest on the stream bed oV may extend a short 
distance below the stream bed. The walls are spaced from 80 
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to 45 feet apart, which gives a drop in elevation in the crest of 
the walls from one wall to the next downstream one of 2 to 3 feet. 

The principles of design are not as definite as for the type of 
Indian weir, which has a solid impervious floor. The rock fill 
on the upstream side will in time become more or less impermeable 
by the deposition, in the pore space, of silt and sand carried by 
the water, and will then form an upstream apron which will in¬ 
crease the resistance to percolation through it and will add to the 
length of the path of percolation. The downstream rock fill 
will become less permea})le by the silt and sand deposited by the 
river water, and also by some of the finer material of the stream 
bed washed up by the upward current of tlie underflow water. 

As the impermeability of the upstream rock fill cannot be de¬ 
pended upon, the length of the downstream rock fill is usually 
made sufficient to give the required path of percolation, as with 
the weirs built with an impervious floor. This length will, there¬ 
fore, heC X H where C is the coefficient previously given, ranging 
from 4 to 18, depending on the material of the stream bed, and 
H is the maximum difference in elevation of the water levels on 
the upstream and downstream sides of the weir, often equal to the 
height of the weir ’crest above the stream bed. 

The uplift pressure considered in the design of impermeable 
floor is not a factor in the design of the rockfill type; the action 
which must be considered is the underflow current, which occurs 
by the water passing from one basin under the base of the divid¬ 
ing wall into the next lower basin. The water level in each basin 
will rise to the crest of the downstream wall of the basin so that 
the underflow current is produced by the difference in adjacent 
water levels. The velocity of this current is dependent on this 
difference in water levels and on the resistance offered by the 
path of percolation, which extends down through the rock fill 
of the upper basin, then under the base of the dividing wall and 
up through the rock fill of the adjacent basin. Mr. Bligh in 
his criticism of the Laguna weir states that the sheet piling form¬ 
ing the extension below the base of the crest wall appears un¬ 
necessary, as he believes it is sufficient to have the base of the 
walls built directly on the bed of the channel as in the case of the 
Okhla weir, with no extension into the stream bed. But the 
V writer believes that although it may not be necessary, the sheet 
piling or extension is desirable, for it increases the path of per¬ 
colation around the main crest wall from the upstream side into 
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the first or upper basin and produces additional safety at a rela¬ 
tively small cost. 

To conform with the principles of underflow previously stated, 
it would seem that the path of percolation from one basin into 
another should be sufficiently long to produce a resistance which 
will prevent a velocity of such magnitude that some of the ma¬ 
terial of the stream bed be washed up into the rock fill and pro¬ 
duce settlement. The resistance to flow in the loose rock fill 
is small, at least when first constructed before finer material, 
such as sand and silt, has been deposited in the voids; therefore 
the resistance must be largely obtained from that part of the 
path of percolation in the sand around the base of the wall. To 
increase this path it is desirable to extend the base of the wall below 
stream bed. Neglecting the resistance to flow offered by the 
rock fill, the path of percolation in the stream channel around the 
base of the wall need not exceed CHi where C is the coefficient 
previously given for different classes of material and Hi is the 
difference in elevation between water levels on both sides of the 
wall. If this path of percolation is not of sufficient length, there 
will be a gradual adjustment of the material in the stream bed, 
with more or less settlement. In some of the older weirs built 
in India the usefulness of more than one cross wall along the axis 
of the crest was not realized, so that the use of a single cross wall 
produced an excessive velocity around the base of the cross wall 
which washed up considerable material from the stream bed and 
allowed at the same time settlement of the loose rock until a 
natural mixture of sand and rock offering sufficient resistance to 
the flow was obtained. After settlement the loose rock fill was 
brought up to its required height by additional material. 

To protect the downstream loose rock fill against the high 
velocity, the sloping face is paved with larger rock; this paving 
or riprap should extend beyond the toe of the slope to protect 
the stream bed down to a point where the velocity will be de¬ 
creased to its normal value. The total length from the crest of 
the weir to the end of this protection is obtained by the same 
formula as previously given for weirs with impervious floors. 

Laguna Diversion Weir on Colorado Riveri Yuma Project (Ari¬ 
zona-California) —(Figs. 8 and 9).—This weir is built on the lower 
part of the Colorado River where the river bed is sandy material 
down to a great depth. The stream flow is subject to great varia- 
Uom, ranging from a low water flow of 3,500 to 4,000 second-feet 
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up to a maximum flood flow of about 150,000 second-feet (1909 
and 1912). The water carries large quantities of silt. The most 
favorable site for the construction of the weir was about 12 miles 
above Yuma, where the width of the flood-flow channel, between 
the granite outcroppings, which form the banks of the river, is 
nearly 1 mile. Above this point, the grade of the stream bed 
is about 1 foot per mile, and the stream channel is continuously 
changing its banks. To best meet the conditions, the type of 
weir selected was the Indian type of rock-fill weir, used success¬ 
fully in India and Egypt. The weir is 4,800 feet long, and raises 
the water level of the river about 10 feet to divert water into a 
main canal of 1,400 second-feet capacity on the west bank of the 
river in California and into a smaller canal on the east bank of 
the river in Arizona (Fig. 9). One of the most interesting fea- 
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Fig. 8.—^Laguna weir. 



tures of the diversion works is the type of sluiceway channel and 
of canal headgates at each end of the weir, designed specially 
to carry the minimum amount of sediment in the canals; these 
parts of the diversion works are described in the discussion of 
scouring sluices. 

The diversion weir is formed of three parallel walls across 
the river, with rock filling between these walls and against the 
upstream face of the crest wall, a concrete pavement 18 inches 
thick on the rock fill between cross walls, and an apron of large 
derrick-size rock extending for 50 feet downstream from the toe 
wall. The space between the crest wall and the middle wall is 
57 feet, and between the middle wall and toe wall 93 feet. The 
base of the cross walls rests on the stream bed, and at the base 
of the crest wall a cut-off wall of wooden sheet piling 6 inches 
thick extends from 12 to 20 feet in the stream bed. The height 
of the crest wall above the stream bed is 19 feet near the deepest 
part of the main channel and decreases toward the end. 

The concrete pavement is built in slabs about 10 f^et wide 
and 16 feet long, with open joints to relieve upward pressure. 
The downstream apron is 7 feet thick with its upper surface 
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about 3 feet lower than the low water level in the river. To 
prevent parallel currents along the downstream end of the apron^ 
which would be produced by the water passing over the weir at 



Fig. 9.—General plan of Laguna dam, sluiceways and canal headings. 


the two ends and moving toward the deeper portion of the stream 
bed, four training dikes were built and four artificial waterways 
were excavated from the end of the apron (Fig. 9). The main 
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feature of the coiistruction and the great difEculties which had 
to be overcome to complete the weir in the spring of 1909, 
involving the closure of the deepest part of the stream, left open 
till the end, are well described by E. D. Vincent in an article 
given in the list of references. 

DYNAMIC FORCES PRODUCED BY FLOW OF WATER OVER WEIRS 
AND THEIR EFFECT ON THE DESIGN OF WEIRS 

The following dynamic forces are obtained: 

First —An erosive or scouring force on the downstream side 
of the crest resulting from the high velocity or the impact, or 
both, of the water pouring over the crest. 

Second ,—The force of impact of floating ice, trees, etc., on 
the upstream face of the weir. 

The first force will act on the downstream face of the 
dam and also on the stream bed below. To resist it, the fol¬ 
lowing types of construction have been used, either singly or m 
combination: 

1. An Ogee shape for the downstream face of the weir to 
prevent impact. , 

2. A flat rollerway or sloping downstream face of the weir. 

3. A series of steps for the downstream face of the weir. 

4. A strong apron which will resist the impact and destroy 
the velocity. 

6. A water cushion in which the water falls. 

6. An apron of riprap, paving or lining, built as an extension 
beyond the downstream end of the weir to protect the stream 
bed. 

The first two forms of construction prevent impact but do not 
destroy the velocity. 

To determine the principles of design of these different forms 
of construction, it is important to first consider the principles 
of flow of water over weirs. 

Flow of Water over Weir Crests. —The water discharged 
over a weir crest takes the path of a falling body moving with 
an initial horizontal velocity. This curve, which is a parabola, 
has the following equation: 



where: 
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V = initial horizontal velocity of the overpour water at the 
weir crest. 

y ~ ordinate corresponding to abscissse x both measured 
from the origin of the curve of falling water. 


To determine the velocity {v) it is necessary to know the 
discharge and the exact water cross section (A) directly at 

Q 

the weir crest; when these are known, As the discharge 


Q and the length of weir crest are known for the case considered, 
the only remaining factor to be known is the depth of water 
at the weir crest. The depth of water obtained with the weir 
formula, as generally used, is the difference in elevation between 
the weir crest and the water level measured at a point some 
distance upstream from the weir crest, before the water level 
begins to drop. From this point down the water level drops 
on a curve, so that the depth of water on the crest (D) is con¬ 
siderably less than the head of water (H) used in the weir formulae. 

The weir formulae most generally used are the following: 

East Indian engineers^ formula: 


Q = CLH^'^ where C = 3.4989 - 0.05351/ 


This formula provides no correction for velocity of approach. 

Bazin formula: 

Q = (0.405 + (l + 0.55 

This formula considers velocity of approach. 

Francis formula: 

Q = CLH^^ (no velocity of approach). 

Q == CL[(H + (with velocity of approach). 

In the formulae the following flotation has been used: 

P = height of weir in feet (used in Bazin’s formula only). 

H — measured head in feet or difference in elevation 
between weir crest and water level, at a point suffi¬ 
ciently far upstream to avoid the surface curve, A 
distance from the weir crest to the*'point of measure¬ 
ment equal to times the height of the crest of the 
weir above the bottom of the channel is recommended 
by Boileau. 

h « head in feet corr^ponding to velocity of approach* 

3 
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L ^ length of weir creat in feet. 

C a coefficient of discharge. 

When the water level on the downstream side is above the 
crest of the weir, the weir is submerged. For these conditions 
Clemens Hershel’s formula for a thin edge or sharp edge weir is: 

Q = 3.33 L(NH)^ 


Where JV is a coefficient which depends on the proportional sub¬ 
mergence, a few values of which are as follows: 


Ratio of submergence 
in per cent 
Values of N 


10 20 30 40 50 60 70 80 V^O 90 

1 005 0 985 0 959 0 929 0 892 0 846 0 787 0 703 0 574 0 275 





FtalOB 


Bazin Weirs 

Profile of Upper and Under 
Bttrfaoe of Sheet of Falling 
Water for Varying Inolinv 
tions of Approach to Weir 
Orest* According to Jiasln's 
Experiments 

^aioo 


This formula may be applied to broad crested weirs by sub¬ 
stituting for the coefficient 3.33, special values depending on the 
shape oi the crest, such as are given below for free discharge 
coeflieients. If the formula be corrected for velocity of approach 
it may be written as a modified form of Francis formula: 

Q m CLN^[{H -f- A)” - A«] 

ftaiadB formula is the one most generally used is the United 
8tatm< hi this formula the value d tito oo^cient, whiefi 
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depends on the form of veir crest and depth of water, varies 
from about 2.5 to 4.5 and mostly between 3.0 and 4.0. The 
following formula has been deduced by the U. S. Geological 
Survey for the coefBcient for weirs of Ogee section, with 2 or 3 
feet crest radius and upstream slopes 3 to 4.5 feet broad (Fig. 
lOA). (Page 131, Water Supply and Irrigation Paper No. 200, 
U. S. Geolopcal Survey.) 

C = [3.62 - 0.16(S - 1)]H^ 

, horizontal run B 

Where S * batter ratio of the slope,- t -—— = -t* 

vertical nse o 

Measurements of discharge by the U. S. Geological Survey over 
an actual Ogee dam (Austin dam, Texas) (Fig. IOjB) gave the 
following results: 

Discharge Coepficibnts for the Austin, Texas, Dam 


H 

D H depth at 
crest 

Ratio ^ 

Average value of 
C 

0.42 

0.33 

0.79 

3.112 

0.72 

0.625 

0.87 

3.053 

1.09 

0.838 

0.77 

3.132 

1.32 

0.96 

0.727 

3.302 

1.45 

1.04 

0.717 

3.333 


With the above formulae and values of discharge coefficient, 
the value of H is obtained for any corresponding discharge. The 
value of D (depth of water directly on crest of weir) is required to 
find the velocity at the crest which determines the equation of 
the parabola. The value of D as obtained by the measurements 
on the Austin dam, expressed in percentage of the depth H, 
ranges from 0.87 for small depths of water to 0.717 for the 
larger depth of water. Measurements on curved crests of dams 
of similar form made by Bazin on small models (Fig. IOC) give 
the following results for one of the most comparable models: 


Head. H 

Depth on crest, D 

D 

a 

0.305 

0.239 

0.78 

0.574 

0.433 

0.75 

0.820 

0.604 

0.74 

1.089 

0.S20 

0.75 


On other models of curved crests the results, obtained by Bibsin, 
are very nearly the same (Annales des Fonts et Chaussees, Vol* 
n, 1898, page 181-264). Other measurements profiles dt 
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the sheet of falling water are reported on pages 111, 112 of the 
U. S. Geological Survey Water Supply Paper No. 200. On flat 
crests, weirs 6.56 and 6.89 feet wide and for maximum heads of 

water of 5.15 and 4,65 feet' respectively, the ratio of where 


D is measured at the center of the crest, was 0.61 for both weirs, 
and where D is measured at the downstream edge of the crest, 
the ratio was 0.43 and 0.45 respectivel 3 ^ For a flat-crest dam 
8.42 feet wide (Cleggs dam, North Carolina) Elwood Morris 
obtained for a head of 1.25 feet the ratio 0.40. 

As it is important, in order to prevent a vacuum under the 
sheet of falling water, to determine the profile of this sheet of 
water, for maximum flow condition, when the curve is the flattest, 
it will be best to assume that the depth of water on the crest of 
an Ogee dam properly curved will be 05 per cent, of the head H, 

From the equations given above, we then have for the velocity 
at the crest: 






100 

65 




and. 


y = 


2 ^ 2 -* 


0.21g 


2 


or approximately, 


y 


6.8 , 


= 


C^H 
6.8 * 


This equation for the parabolic curve is based on the average 
velocity of the water cross section at the crest of the weir. 
Assunung that the thread of mean velocity is o below the surface, 

the origin of the curve will be at a point directly above the crest 
at a height equal to f{o of the depth of water at the crest. This 
curve, when plotted, will represent the thread of mean velocity 
of the falling sheet of water. The upper-surface curve and under¬ 
surface curve which form the boundary of the water sheet will 
be obtained by finding the thickness of the sheet at any point and 
plotting the points of the upper-surface and under-surface curve, 
at right angles to the mean velocity curve, at distances equal to 
and fiQ, respectively, of the thickness of the sheet (Fig, 11), 
The thickness of the sheet at any point is found ftom the dis¬ 
charge per lineal foot of crest divided by the vdocity at that 
point which as the resultant of the constant initial horizontal 



DIVERSION WORKS 


37 


v elocit y and of the vertical velocity due to gravity (equal to 
V2^, where y = vertical distance below origin). 

Ogee-shaped Downstream Face.—The object of forming the 
downstream face of an overflow dam or weir to an Ogee shape is 
to prevent the impact of the falling water on the stream bed or 
floor. The upper part of the face, from the crest down to a cer¬ 
tain point, is formed to fit approximately the curve of the under 
face of the falling water; below this point the face is continued 
usually with a tangent connecting to a reverse curve, which 
changes gradually the direction of flow so as to discharge the 
water at the bottom fall in a horizontal direction parallel to the 
stream bed. In order to prevent the possibility of the formation 

Upitroam Water Level 



of a vacuum between the sheet of water and the face of the 
dam, it is safer to flatten the profile of the dam so that the 
downstream face will extend well into the sheet of falling water. 
The theoretical trapezoidal profile will first be determined and 
the downstream face is then modified to an Ogee curve (Fig. 11). 

Where the vertical upstream face of the weir forms a right 
angle with the crest, there is full contraction of the under surface 
of the sheet of water, which causes, according to Bazin’s experi¬ 
ments, a maximum rise in the surface equal to about M 
head of water at a distance of about ^ of the head (Fig. 10l>). 
This contraction is nearly eliminated by making a battered 
approach to the crest of the weir of 1 vertical to 4 horizontal. 
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To eliminate this contraction, which will cause a vacuum, it is 
desirable to shape the crest of the dam with such a battered slope 
between the upstream vertical face of the dam and the summit 
of the weir crest, or to use a suitable curve which will fit this con¬ 
traction. The profiles of the upper and under surface of a sheet 
of falling water, passing over a sharp edge crest, for a vertical 
face and also for downstream inclinations of 2 horizontal to 1 
vertical, and 4 horizontal to 1 vertical, as obtained by Bazin 
are shown in the accompanying diagram (Fig. lOD). 

The shaping of the downstream face of the weir to an Ogee 
face will change to a small extent the magnitude and position of 
the resultant weight of the weir section, which it is desirable 
to consider in a final study of the stability of the structure. 
The weight of the sheet of water on the Ogee face below the 
crest and above the tail-water will be comparatively small; it 
will add to the stability and may be neglected in the design. 

To facilitate the construction of the downstream face, a 
circular arc is generally used to fit the curve of falling water 
and is continued by a sloping tangent to the curve which pro¬ 
duces the deflection. The proper selection of the radius of the 
lower curve will depend largely on the judgment of the engineer. 
A study of a number of Ogee profiles of diversion weirs 10 to 
30 feet in height show the following approximate relations: 

First —Radius of upstream curve at crest of weir = 3^ of 
the height of the diversion weir, or battered 1 foot vertically to 4 
feet horizontally. 

Second ,—Radius of downstream curve at crest of weir made to 
fit curve of falling water and dependent on the depth of over- 
pour water. 

Third ,—Radius of lower deflection curve =* 3^ to % of the 
height of diversion weir. 

The use of Ogee faces has been quite commonly adopted for 
solid masonry and concrete diversion weirs, built for irriga¬ 
tion systems and hydroelectric power development projects 
in the United States (Fig. 12). The result of an Ogee face is 
the elimination of impact, but the water is discharged at the 
foot of the Ogee with a high velocity which, with stream channels 
formed of soft material, requires the protection of the stream 
bed for considerable distance downstream. According to a 
number of authorities on engineeting practice in Imha^ the use 
hS falls in India has been abandoned and replaced by dimet 
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falls on a strong apron for the reason that the action of the 
high scouring velocity resulting from the Ogee was more difficult 
to protect against than the force of impact. However, it is 
probable that the diversion weirs in India are largely built on 
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made rough to offer greater resistance against the accelerated 
flow down the slope. This form of construction has been 
largely limited to diversion weirs of the loose rock type as built 
in India, an example of which is found in the United States in 
the Laguna weir on the Colorado River. The crude rock or 
cobble low diversion weirs built on some western streams are 
sometimes formed with a flat sloping downstream face some¬ 
what similar to the rollerway of the Indian weir type, and in 
some cases the weir is given more permanency against flood 
flows by covering the loose rock fill with a layer of rock laid in 
cement mortar. The only other example of roUerway faces is 
found on a few timber dams, in which case the slope is steeper 
than that given above. The rollerway face is open to the same 
objection as the Ogee face, but to a less extent because the scour¬ 
ing velocity obtained at the foot of the rollerway is not as great 
as with the Ogee. 

Stepped Downstream Face.—^This form of downstream face 
is intended to destroy the impact force by dividing the total fall 
into a number of smaller falls and to prevent a high velocity at 
the foot of the last step. To be effective the steps must be made 
sufficiently long to ’receive the sheet of falling water inside of 
the upstream half of the step; otherwise the effect of the steps 
in destroying the impact will be greatly diminished, especially 
during heavy floods. This form is adopted with some form of 
crib weirs, but is expensive in amount of material and has little 
or no advantages over a direct fall on a heavy floor. 

Downstream Floor or Apron to Resist Impact and Destroy 
Velocity of Fall.—This part of a diversion weir is used to protect 
the stream bed when there is a direct fall from the crest of the 
weir, and also as an extension to the toe of an Ogee fall. 

When the foundation is impervious, hard, solid rock, the floor 
may not be necessary. On softer impervious rock, such as 
stratified rock, conglomerate rock and shales, a short floor at 
least is necessary. The floor length must be at least sufficient 
to receive the falling water well within the upstream half of 
the floor; this distance is obtained by considering the equation of 
the curve of falling water, but should not be less than 2 or 
3 times the height of fall. For an Ogee face about the same 
length of floor should be used. The floor is usually made of 
concrete, masonry, framed timber, or timber cribs filled with 
rock! A concrete floor should not be lass than 1 foot thick for 
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low falls, and preferably 2 feet thick for falls above 20 feet in 
height. The floor may have to be extended with riprap or 
paving. 

When the foundation is pervious or soft material, «5uch as 
fissured rock, sand, gravel, the floor is a more important part of 
the weir. The length and thickness of the floor depend on the 
character of the material, the height of the weir, the volume of 
water passing over the weir and the upward hydrostatic pressure 
under the floor, and is determined by the principles previously 
considered in the design of weirs on pervious foundations. 

Water Cushion to Receive Falling Water.—The object of a 
water cushion is to protect the floor or stream bed against the 
impact of the falling water and to destroy the velocity as much 
as possible. The water cushion may be formed as a basin with 
its floor depressed below the surface of the stream bed by an 
amount equal to the desired depth of the water cushion, or may 
be formed above the stream bed by making the floor at the same 
level as the stream bed and using a secondary weir wall at the 
downstream end of the cushion, of sufficient height to give the 
desired depth of water above the stream bed. The first method 
requires excavation and floor construction below the stream bed 
where the ground water may increase the difficulties of con¬ 
struction and the cost. The second method produces a minor 
fall at the secondary weir wall, which may require greater pro¬ 
tection of the stream bed below. 

The length and depth of the water cushion may be determined 
from considerations similar to those given in the discussion of 
falls or drops on canals. The thickness of the floor of the water 
cushion, where no uplift pressure is effective, if of concrete, is 
commonly made equal to about Ko of the height, but not less 
than 1 foot. 

Water cushions are not often used for diversion weirs; the use 
of a strong floor without water cushion is usually depended on. 

Riprapi Paving or Lining to Protect Stream Bed.—On loose 
foundations of sand, silt, or gravel the water in passing from the 
smooth surface of the floor to the surface of the stream bed has 
a tendency to wash away the material at the end of the floor, 
which may undermine this end of the floor and endanger the 
structure. To prevent this, the floor is continued with ripmp, 
paving or lining for consider§,ble distance downstream. Ti^ 
length and thickness of thk riprap is considered in the design 
weins built on pervious foundation, v 
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of Ice, Trees, Etc., on Upstream Face oi Weir.—^To 

facilitate the passing of ice, trees and other floating debris, the 
crest of the weir on the upstream side is curved or built on a slope 
of 2 to 4 horizontal to 1 vertical. 

DESCRIPTION OF DIVERSION WEIRS 

Sand, Gravel, Cobblestone, Loose Rock and Brush Weirs 

(Plate II, Figs. A, B, C).—In this clasS are included the crude 
types extensively used in the early stages of development of 
many of the older systems and still used to some extent where 
irrigation practice is crude or where the capital is limited. 

The body of the weir, which is seldom over 10 feet in height, is 
built with the material taken from the stream channel which is 
usually sand, gravel, or cobblestones. The most common form 
is a combination of this material with sage brush, willow or cotton¬ 
wood branches. The brush serves to protect the material from 
being washed away by the current and the heavy material is 
necessary to obstruct the flow and hold the brush down. 

The method of construction is well illustrated by the method 
used by the Yolo Water & Power Co. for the diversion of 
water from Cache Creek, California, until 1912 when a permanent 
concrete dam was built. The diversion dam, renewed each year 
after the danger of winter floods was passed, was built of mats of 
willow branches, weighted down with loose gravel and sacks filled 
with sand and gravel. The willow branches were first tied into 
bundles with galvanized iron wire, and each mat, about 16 feet 
square and 3 to 4 feet thick, was then formed by assembling 
these bundles, tying and weaving them together with wire. The 
mats were floated down by the current, held in position by ropes 
and weighted down with layers of gravel and sand about 1 foot 
thick. In this manner two to three tiers of mats were placed to 
bring the dam to the required height. 

A different form of construction consists in driving posts in 
the stream bed, to which the brush is tied with wires or cables. 
The dam may consist of two parallel brush walls, with a filling of 
rock gravel or dand m between; the brush walls being formed by 
driving two pp^rallel lines of posts and by tying or interlacing 
brush to each line. 

A more crude form of dam, commonly used, is formed of layeni 
of loose bru^ or branches, placed'with the butt end downstream 



Fig. a.—A brush dam on the Yellowstone River. (Bull. 249 Office of Expt. 
Sta., 1912, U. S. Dept. Agr.) 




Fig. &-^Ir^t3on investigations. Repairing brush and rock dam. Yellowstone 
^ Biver, Mont, (Aiumal Report Office of^^. Sta., June 30,1902, TJ. S. Dept. Agr«) 
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FitJ» continuous crib djvemon weir and fish ladder. ICamloops 

Fruitlands Irrigation A Power Co., B. C. 
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and weighted down with cobbles or gravel; this is illustrated by 
the cobble and brush weir formerly used at another point of 
diversion on Cache Creek, California (Plate II, Pig. C),*and one 
on the Yellowstone River, Montana (Plate II, Figs. A and B). 
The placing of the butt end downstream favors the deposition 
of the silt and sand on the upstream side, in the brush and 
between the cobbles; which is necessary to make the dam more 
impervious. 

This class of weir is not permanent and where the winter floods 
are heavy, even with the best construction, annual repairs or 
total replacement are necessary. It not infrequently occurs that 
unexpected late floods will wash out a dam recently replaced or 
repaired. A well-constructed weir of brush and cobbles or on a 
cobble or coarse gravel foundation may withstand the scouring 
effect of a moderate depth of water over it with little damage, 
but a weir built of smaller material and witliout brush, if sub¬ 
merged, will probably be entirely destroyed. 

When the body of the weir is built of cobbles or rock and on 
a foundation of smaller material, the underflow through the per¬ 
vious stream bed will have a tendency to wash out the finer 
material, as explained in the theory of the design of diversion 
weirs of the loose rock-fill Indian type, and there will be a gradual 
sinking of the cobbles or rock in the stream bed. The continued 
addition of new material to build up the weir will improve its 
strength, but it will not become stable and safe until suflScient 
material has been added to give it proportions comparable with 
those of the loose rock-fill Indian type and only provided the rock, 
boulders, or cobbles are sufficiently large to resist the trans¬ 
porting and erosive power of the flood water. 

The yearly cost of renewal and maintenance of this type of 
diversion weir will usually make it more economical to construct 
a more substantial and permanent structure. 

Log Weirs (Fig. 13).—This type of weir is suitable where 
timber is cheap and for heights of dam not greater than 10 to 
16 feet. Its use is largely limited to certain projects in the 
Northwest, inhere the point of diversion is in the upper part of 
the stream, with timbered watershed, and where the difficulties 
of transportation preclude the economic construction of any 
other type of weir. The weir is built of layers of logs, placed side 
by side, with butt ends downstream. The weir cross section is 
triangular; the upstream face slopes at the rate of about 1 foot 
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vertically for 3 feet horizontally from the stream bed up to the 
crest, and the downstream face formed by the butt ends is nearly 
vertical. * The bottom layers of logs extend downstream to form 
an apron for the protection of the stream bed against the scouring 
which would result from the impact of the falling water and 
from the irregular currents. The length of this apron measured 
from the toe of the downstream face should be from 3 to 6 times 
the height of fall, depending on the character of the stream bed. 

Logs 10 to 20 inches in diameter are used, the larger logs are 
placed in the bottom. The downstream layer of the apron is 
first laid on the stream bed; the next layers of the apron overlap 
in turn, the upstream portion of the layer underneath, forming 
steps 10 to 15 feet wide. The triangular portion of the dam is 
then built up in layers, filling the spaces between with branches, 
brush, stone, and earth. To secure greater stiffness, cross binders 



Fig. 13.—Sketch showing manner of placing logs in a typical log dam. 

(Bull. 244, Office of Exper. Sta , U S Dept, of Agri.) 

3 to 4 inches in diameter are placed near the butt end of the logs, 
to which they are connected with tree nails or spikes. After 
the top layer is placed, several cross binders are secured to the 
logs and the surface is brought to a uniform slope with a filling 
of earth and rock. 

Crib Weirs (Plate H, F,jg. D and Plate III, Figs. A and B).— 
Dams built of log cribs filled with rock were extensively used 
in the early development of placer mines in California. These 
dams, usually built in the high mountains, were used for the 
storage of water required for hydraulic mining, and where this 
method of mining had to bo abandoned on account of State laws 
the water has been convoyed to valley lands f^ irrigation. 
This type of dam or weir is also used quite extensively for the 
pui^CHse of storage and diversion in the Northwest. They cm 
be constructed in running water more easily than concrete (wr 
masonry dams, and for this reason have been used in a number 
of cases for temporary structures in the diversion of water to 




PliATB III* 




Ftd. crib apUlway dam m Clc^um River, Yakima Project Wac&* 

8tu»«riag toTSj^twt^ deokiog namoved to make repairs after failure of apron. 
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Fig C —Wooden frame open weir on Fresno River near Madera C 
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Ita. D.—Moore eoUa{HHbie divemon weir on Ouiike Creek, Calif. 
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permit the construction of more important concrete dams or 
weirs. 

The weir consists either of crib work built continuously, or of 
separate cribs bolted or tied together with cables in rows or series. 
The compartments or pens formed by the logs are usually filled 
with rocks, cobbles, or gravel. This material gives to the dam 
the necessary stability against floating, overturning and sliding, 
and the crib work confines and holds together the heavy material, 
protecting it from the erosive and transporting power of the 
current. The upstream face of the weir is often vertical. A 
sloping face will increase the stability because of the downward 
component of the water pressure on that face, and a slope may 
be given which will give a downward pressure sufficient to make 
the weir stable without the filling of heavy material; this has 
been done in a few cases where the depth of water in the channel 
is small as compared with the height of the weir, so that the 
buoyancy of the submerged timber did not decrease the stability 
below a safe value. In which cases the weir has usually a tri¬ 
angular profile, with a sloping upstream face and a vertical 
downstream face. 

The upper part of a rock crib weir may be sloped up to the 
crest to facilitate the passage of floating ice. 

The design of the form of the weir will also depend largely on 
the character of the foundation and on the volume of stream 
flow. The foundation or stream bed must usually be protected 
from the erosion and impact of the falling water. For this 
the downstream face of the dam may be sloped or may be 
vertical with a direct fall on the foundation or protecting apron, 
or it may be stepped to break the fall. A sloping rollerway face 
is more difficult to construct and will not destroy the velocity 
as well as a direct fall or a stepped fall, and the erosive force of 
the higher velocity is a disadvantage where the stream bed 
consists of loose or soft material; on the other hand where the 
stream carries much ice, the impact of the ice is less destructive 
with the rollerway face. 

The most common types of crib weirs are; 

First ,—The rollerway or sloping downstreani face type which 
has a triangular profile, the upstream face being vertical or nearly 
vertical. This type is illustrated by that used for a temporary 
storage dam on Keechelus Lake, Washington (Fig. 14). 

Seomd ^—The stepped downstream face type formed by the 
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series of stepped compartments, illustrated by the temporary 
diversion dam on the Feather River in California (Fig. 16)* 

Third ,—^Sloping upstream face with a direct fall or steep 
downstream face as used for the diversion dam of the Bear River 
Canal, Utah (Fig. 16). 

In the rollerway type a comparatively flat slope is desirable. 
Where the stream bed below is not solid rock, a slope not steeper 
than 4 feet horizontally to 1 foot vertically is preferable. 

In the stepped downstream face the steps must be sufficiently 
wide to receive the sheet of falling water well inside of the outer 
edge; a width equal to at least 3 times the height of the step and 
preferably more for the lower steps is commonly used in practice. 
The width should also be dependent on the volume of water, and 
a consideration of the principles of flow over weir crests presented 
in preceding pages indicate that the width must be greater than 
obtained from the proportions stated above, when the depth of 
water over the crest is greater than about 4 times the height of 
fall or step. Safe dimensions would be obtained by using the 
following proportions: Use a minimum width of step of 10 feet; 
for depths of water over the crest not greater than 4 times the 
height of fall use a proportion of width to height of step of 3; 
and for depths of water over the crest between 4 to 6 times the 
height of fall use a proportion of 4. For the lower step use a pro¬ 
portion of 6. These dimensions will insure that the water 
strikes the steps well within the outer edge of the step. 

Crib weirs to be built economically require cheap timber 
and rdck or gravel; this is usually obtained in the upper part 
of the watershed of a stream where the stream bed is rock or 
cobbles. Where the bed is hard compact rock, it may not be 
necessary to use a protective apron, but where the bed is softer 
material an apron must be provided; this is formed by extending 
the lower portion of the cribs a safe distance beyond the erosive 
effect. On a rock foundation and where the running water may 
be controlled so as to permit it, the lower tunbers of the cribs 
may be secured to the rock with l-inch anchor bolts spaced 
6 to 8 feet apart, set in ceinent mortar, or trenches may be dtig 
in the rock bed to receive tbe lower timbers. To obtain a 
water-tight connection with the impervious rock, the junotitm 
along the upstream toe is usually m^^e by e^ttending the timber 
toe in a shallow trench, which is then filled with conciete^ 
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On loose toundations of cobbles or gravels it is desirable to 
excavate the area of the river bed, on which the weir is to be 
built, to a depth of at least 4 to 6 feet below the natural sur¬ 
face, and extend this excavation to the lower edge of the apron, 
in order to permit the construction of a rock-filled crib apron 
4 to 6 feet thick. To give the weir additional anchorage in 
the foundation, the first row of compartments formed by the 
cribwork at the upstream toe of the weir and also the last row 
of compartments at the downstream end of the apron may 
extend at least 6 to 8 feet deeper in the stream bed. Where an 
impervious stratum may be reached at a moderate depth, 20 
feet or less, the underflow is intercepted by driving along the up¬ 
stream toe steel or wooden sheet piling. Where an impervious 
stratum cannot be reached, the principles of underflow, as 
presented in preceding pages on the principles of design of weirs 
on pervious foundations, should be considered. In these prin¬ 
ciples are also presented the requirements of a cut-off wall at 
the downstream toe of the apron to prevent undermining by 
backwash and of a riprap or paving protection for the stream 
bed extending beyond the end of the apron. 

The cribwork is made cither of round, hewn or sawed timbers. 
When made of round or hewn timbers, logs 10 to 20 inches in 
diameter are used. When made of sawed timbers, 10 to 12-inch 
timber is used. The compartments are usually square and 
formed by spacing the timbers from 6 to 12 feet apart. 

In continuous cribs the timbers running along the axis of the 
dam are the stringers. Each stringer is carried continuously 
across the stream and is built of timbers joined at the ends. 
Either a butt joint with a bolted splice on one side or a bolted 
lap-spliced joint may be used. The cross pieces or ties and the 
stringers are placed alternately in courses. When logs are 
used, notches are made at the intersections; these are not nec¬ 
essary for sawn timber. The timbers are secured together by 
H %-inch drift bolts. The compartments formed by the crib¬ 
work are often filled with rock or cobbles of such sise that can be 
handled by one man, although larger quarried rock put in place 
by a derrick may be used; gravel and small cobbles are also 
desirable material; finer gravel or sand may be used, but is more 
liable to be disturbed or washed out through the cracks in the 
<iecking. 

The cribs when filled are covered with a decking. The up** 
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stream face must be water-tight; for this, a double layer of 2 or 
3 X 12-inch lumber is commonly used, and in some cases a 
layer of roofing material in between has been used. To increase 
the impermeability, an earth facing is placed against the up¬ 
stream face, sloping on a 2 to 1 slope to the crest of the dam. 
The decking for the downstream face or for the surface of the 
steps is made of one thickness of heavier lumber; 4 to 8 inches 
thickness is commonly used. 

Crib weirs built of separate compartments are not as commonly 
used as continuous cribs. They are used to advantage when it 
is necessary to build the weir in running water. The separate 
cribs or compartments are made with bottom timbers laid 
close together to hold the rock or material used to sink them. 
The cribs are floated and placed in position, they are then filled 
only sufficiently to make them sink; this obstructs the flow less 
than if they were entirely filled and facilitates construction in 
the running water. The separate cribs are placed in rows and 
steps are formed by two or more rows adjacent to each other and 
the cribs are then secured together with cables. When con¬ 
structed in running water, the cribs in sinking increase the 
current under theifi; this washes out some of the surface of 
the stream bed down to a depth where a comparatively firm 
foundation is obtained. When the cribs are to rest on a rock 
foundation, the bottom of the cribs m^y be fitted to the surface 
of the foundation by taking soundings and building the cribs 
accordingly. When the cribs are all in place the filling and 
decking is completed. 

Crib Spillway Dam on Eeechelus Lake, Yakima Prcjecti 
Washington (Fig. 14).—This dam was built for a temporary 
storage overflow dam on Keechelus Lake at the headwaters of 
the Yakima River in the Cascade Mountains, Washington, The 
length of the dam with the earth embankment extensions on 
both sides is about 266 feet, and between the crib abutments is 
about 190 feet. The foundation is gravelly with some boulders, 
and at the site was cleared and stripped of loose material to a 
depth of about 2 feet. The maximum height is about 14 feet 
The cribwork consists of logs not less than 10 inches in diameter 
at the small end; notched at the intersections to a vertical thick¬ 
ness of 8 inches, secured to each other with l*^inch drift bolts 16 
inches long; driven in holes }4 smaller. The compart** 
ments are about 8 feet sc^uare and were filled with gravdi and 



DIVEUSION WORKS 


49 


rock, except at the aprons where the filling was made entirely 
with rock, of which 75 per cent, had to be at least of a cubic 
foot. The sheathing on the upstream vertical face was made of 
two thicknesses of X 12~inch plank, laid vertically with lap 
joints and extending down into a cut-off trench 4 feet deep, refilled 
with selected material. The rollerway and apron were covered 
with 6-inch hewed timbers with J^^-inch open joints, and secured 
to the logs with % X 13-inch drift bolts. A clay and gravel 
embankment built against the upstream sheathing, with a 
slope of 2 to 1, increases the path of percolation under the 
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Fia. 14.—Crib Dam. Laae Keecheliis. Yakima Project, Wash. 


structure, and is desirable for a weir built, as in this case, on 
pervious material. 

On another dam of practically the same dimensions, the 
Clealum dam (Plate III, Fig. B), the flooring and some of the 
upper logs of the apron separated and floated up, indicating that 
this part of the dam had not sufficient strength or weight. This 
may have been due to defects in construction, such as making 
the holes for the drift bolts larger than specified, in order to 
fscUitate the driving of the bolts. To obtain greater weight, a 
lower set of logs should be placed sufficiently close together to 
hold the rock on them and the decking and logs carefully se> 

4 
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cured to make the entire cribwork hold together. A suggested 
alternative would consist in forming the downstream cut-off 
anchor cribs at the foot of the rollerway instead of at the down¬ 
stream end of the apron and making the apron a loose floating 
one. 

Temporary Crib Diversion Weir on Feather River, Calif. (Fig. 
16).—This weir was built by the Great Western Power Co., on 
the North Fork of the Feather River, preceding the construction 
of a larger permanent diversion dam. The crib weir has an 
upstream slope of 2 to 1, a level crest lOK feet wide, and a stepped 
downstream face of three steps, each 16 feet wide. The crest of 



Plan 

Fia. 15.—Details of temporary timber dam on Feather River, CaUf. 
(Eng, CofUr,, Oct. 16, 1912.) 


the weir is 163^ feet above the floor of the lower step, and provision 
Was made to raise the crest with 8 feet of flashboards. The weir 
is 280 feet long, built on solid rock at each end, and on boulders 
and bardpan in the center. Timber sheet piling was driven along 
the toe of the upstream face. The body of the weir is built of 
12 X 12-inch square timbers, bolted together with %-inch drift 
bolts, 26 inches long. The deck of the upstream face is made of 
two layers of d-inch lumber; the crest and the floor of the steps 
are planked with one layer of 6-inch lumber. 

During the first winter the weir withstood n flood jflow of 
fl5,000 seoond^eet, producing a depth of water on the tmA of 
about S2 f^t. Thk flow was about ^ ^ the 















DIVERSION WORKS 


51 


flood flow. The only damage was the wearing of the deck in 
places from 2 to 4 inches, due to the sand-blast action of the 
large amount of silt in the water. 

Crib Weir on Bear River, Utah (Fig. 16).—^This weir diverts 
tho water of Bear River into the two piain canals of the Bear 
River Canal system (Utah Idaho Sugar Co.). It is a continuous 
crib, 370 feet in length, with a maximum height of 17)^^ feet. 
The weir is built on and anchored to a rock foundation for about 



Fia. 16 .—Crib weir of Bear River Canal, Utah 


^ of its length; the other is built on, clay. A leak throi^h 
the clay gradually imdermined the weir, allowing the entire 
flow of 20,000 second-feet to pass under the weir. This left a 
length of 60 feet of the weir spanning over the cut for a period of 
6 months, without any damage to the body ef the weir. The 
cut was closed with a concrete wall 4 feet thick, about 15 feet 
high, connecting the toe of the crib, along the upstream face, 
tvith the rock foundation, apd the balance of the cut was fiUed 
with rock. The weur was buflt in 1890 at a total cost of abcHit 
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$45,000, the timber alone costing $22,000. Some of the timbers 
have rotted and had to be replaced as early as 1902. In 1907 it 
was deemed desirable to relieve the pressure on the weir during 
flood flows by removing the upper 5 feet of the crest and re¬ 
placing this portion with collapsible gates of the type described 
farther. 

Wooden Frame Open Weirs (Plate III, Fig. C).—This type 
of weir has been extensively used in the San Joaquin Valley, 
California, for the diversion of water from some of the most im¬ 
portant rivers. They have usually been built on the lower 
portion of the stream, where the stream bed is sand or small 
gravel, and where an open type of weir was necessary to offer 
little obstruction to the flood flow and prevent the overflow of 
lands above. These locations require a comparatively low weir, 
the heights which have been used being usually under 10 feet. 

The weir is formed essentially of a wooden floor anchored 
usually by sheet piles and anchor piles to the stream bed and 
of a framework built on this floor, consisting of bents, spaced 
usually from 6 to 8 feet apart, framed together by longitudinal 
pieces, including also the operating platform. The waterway is 
thus divided into panels or bays, and the flow through them is 
regulated by horizontal flashboards, placed in the grooves formed 
on the upstream edge of each bent. The flashboards are inserted 
in or removed from the grooves from the operating platform. 
On account of the superstructure, this type of weir is not suitable 
on streams which carry large floating material. 

The low first cost is the chief advantage and is important in 
considering more expensive types of weir. The larger part of the 
cost is in the substructure, and this part is practically permanent, 
as it is usually kept constantly wet by the underflow and the 
water dammed up. The superstructure will need occasional 
renewals, or may be damaged by unusual floating material, but 
the cost of renewals or repairs will be comparatively small. 

The design of these weirs has been based largely on practical 
results and varies considerably with the experience and judgment 
of the engineers who have planned them. In some cases it is 
apparent that just criticisms may be made, and that by applying 
the principles presented by Mr. Bligh on the design of weirs on 
pervious foundations many improvements could be made. 

The stability of the superstructure against overturning depends 
lai^y on the downward component of the water pressure on the 
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sloping face formed by the flashboards; the slope given to this 
face varies from about 1 vertical on 1 horizontal to 2 vertical on 1 
horizontal. The flatter slope gives greater stability, but is not 
so favorable to the operation of flashboards. The most impor¬ 
tant part of the design is the connection and anchorage of the 
substructure with the sandy stream bed. It is necessary to 
make the path of percolation around cut-off walls and under 
the floor of sufficient length, and the floor must be anchored to 
resist the upward pressure and flotation. 

Weir on Kem River, Calif. (Fig. 17).—This weir used on the 
Kern River for the diversion of the Beardsley canal is 204 feet 



Elevation 

Fig. 17. —Kern river weir. Beardsley Canal, Kem Co., Calif. 


long between abutments. The design shows four sheet piling 
cut-off walls which with the floor give a path of percolation of 
about 180 feet; this is apparently larger than is required by 
Bligh’s theory. The second and third row of sheet piling could 
have been omitted without making the struciiue imsafe. The 
large path of percolation is, however, advantageous in decreadng 
the amount of underflow, which is desirable where the supply is 
limited. The upward pressure on the floor is resisted by the - 
anohbrage provided by the sheet piling and anchor idles. The 
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SMnch floor is nailed to the stringers, parallel with the axis of the 
wm, spaced about 3 feet apart, and the stringers are secured to 
the top of the anchor piles and sheet piling. The anchor piles 
in the upstream four rows are spaced 12 feet apart in the row; in 
the succeeding downstream rows the anchor piles are alternately 
6 feet and 12 feet apart. The upward pressure on the por¬ 
tion of the floor upstream from the upstream toe of the bents 
is more than balanced by the down\iard pressure of the water. 



Fia. 18 .—Typo of wooden frame diversion weir by W. C. Hammatt. 

(Trans. Am. ^c. C. E., Dec., 1913.) 

The only purpose which this portion of the floor fulfills is to in¬ 
crease the length of the path of percolation The smalier number 
of anchor piles used for this portion of the floor is, therefore, 
desirable, but it is questionable whether any of these upstream 
anchor piles are ne^ed, unless it be to hold the floor level in 
case there is a shifting of the fine s&nd under the flomr ot to 
facilitate the placing of the strings and floor. 

W. C. Hamwatt has presented in an artieb in TrsnsiMtions 
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of the Am. Soc. of C. E. of Dec., 1913, on A Western Type of 
Movable Weir Dam several forms of this type of weir. In one 
form (Pig. 18) the anchorage is obtained by connecting the 
floor to a lower floor built 4 to 6 feet below it, with upstream 
and downstream walls forming an anchor box, which is filled 
with sand. Mr. Hammatt, after a consideration of the different 
designs, submits an improved design (Fig. 19) in which the up¬ 
stream anchor piles are omitted and the downstream portion of 
the floor is made with open joints to relieve the upward pressure 
on the floor. In fine sandy beds the open joints may not be 
desirable, as it may permit the blowing through of the sand; 

The object of the lower downstream sheet piling cut-off wall 



Fig. 19.—Improved type of wooden frame diversion weir by W. C. 

Hammatt. (Trans.f Am. Soc. C. E., Dec., 1913.) 

is mainly to prevent undermining; for this purpose it could be 
made of less depth than the upstream cut-off wall. 

The same type of weir can be built of reinforced concrete, and 
where an open weir is not necessary a solid face could be used in 
the place of the removable flashboards. 

Concrete and Masonry Weirs.—Solid masonry or concrete 
weirs of the gravity type have the advantage of strength and 
durability, but are usually more expensive than the other types 
of ^eir, although this will depend on the availability of the 
materials. The best foundation is solid rock, but they are not 
limited to this type of foundation. They have been constructed 
oh loose foimdations in India and a number of them have been 
constructed on foundations other thai| solid rock by the United 
States Reclamation Service. 

ThB wm consists of a w^r wiUl and, in the case of soft founda* 
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iiaziB^ requires also a floor, one or more cut-off walls and a down¬ 
stream protective apron. The principles of design of the differ¬ 
ent parts have been fully discussed in preceding pages. Two 
general forms may be considered, depending on the shape of the 
downstream^ face: the Ogee form and the direct fall on the solid 
foundation or on a strong floor. The first form is illustrated by 
the diversion weirs for the Yakima project in Washington, the 
North Platte project in Wyoming-Nebraska, the Boise Payette 
project in Idaho, the Rio Grande project in Jlexico, the Granite 
Reef in Arizona. The second form is illustrated by the diversion 
weir of the Yolo Water & Power Co., on Cache Creek, California, 
and the Burra weir in India. 

Weir on Yakima River, Washington (Fig. \2A ).—The Yakima 
project diversion weir is described in the general description of 
the head works of this project. 

Weir on North Platte River, Nebraska (Fig. 12B).—The 
North Platte project diversion weir is built on a foundation of 
rock conglomerate to a depth of at least G feet, underlaid by clay. 
The height from the rock surface to the crest varies from about 
15 feet near one abutment to a maximum height of about 32 
feet near the other abutment. The cross section is of the Ogee 
type. A concrete apron of a minimum thickness of 12 inches 
extends for about 80 feet downstream from the toe of the Ogee. 
The connection with the rock foundation is made with trenches 
excavated in the rock, and to relieve the uplift pressure on the 
base of the dam a 6-inch tile drain is placed in a trench, excavated 
parallel to and near the upstream toe of the dam. The tile is 
surrounded with gravel and discharges through 6-inch tiles 
placed 25 to 30 feet apart. The diversion weir connects at each 
end with the headgates of the canals on each side of the river. 
On one bank of the river the headgates and canal are in cut; 
on the other the bank is low and requires an earth embankment 
to connect the headgates with the sloping river bank. 

Weir on Boise River, Idaho (Fig. 12C).—The diversion weir 
of the Boise Payette project is built on hard compact gravel. 
The length of the weir crest is 216 feet, and at one end is provided 
a logway 30 feet wide. The estimated maximum flood flow was 
40,000 second feet. The height of the weir crest above the floor 
ij^ 35 feet. The Ogee weir wall is built of concrete with imbedded 
imh The face is unooursed rubble masonry and the curved 
erest isfaoed with concrete at lea49tl foot thiidc^ The crib timber 
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apron is made of timber sawed square and filled with stone and 
gravel. 

Weir on Rio Grande River, New Mexico (Fig. 12D).—The 
diversion weir of the Rio Grande project, known as the Leasburg 
weir, is built on a pervious foundation. The weir is 600 feet 
between abutments; it consists of the weir wall and a reinforced 
concrete floor, resting on piles, a wooden sheet piling cut-off wall 
20 feet deep at the upstream toe to increase the path of percola¬ 
tion against underflow, and a wooden cut-off wall 5 feet deep at 
the downstream end of the floor to protect against undermining. 
Weep holes just upstream from this second cut-off wall decrease 
the upward hydrostatic pressure on the floor. The upper face 
of the floor is 2 feet below the mean river bed; this insures a 
water cushion of at least that depth and increases the stability 
of the floor against upward pressure. The pile foundation 
consists of parallel rows of piles across the river, 4 feet apart, 
except for the first three rows (3 feet 5 inches apart). The piles 
in each row are 4 feet apart and are staggered with those of 
alternate rows. The purpose of these piles is apparently to give 
anchorage against sliding on the base, and to support the floor 
against downward pressure and impact, to resist which the floor 
is reinforced. If the top of the piles were secured to the rein¬ 
forcement, additional strength would be gained against upward 
pressure, but as the weir crest is only 5 feet above mean river 
bed, this added strength is not needed. One end of the weir 
joins to a rock abutment, while the other end is formed with a 
concrete abutment which joins to a^ earth embankment extend¬ 
ing for about 1,600 feet up to the necessary height on the bank of 
the river. 

Weir on Salt River, Arizona.—The Granite Reef diversion 
weir is on the Salt River, Arizona, about 20 miles east of Phoenix. 
It was built in 1008 by the U. S. Reclamation Service for the 
diversion of water from the Salt River to irrigate the lands in¬ 
cluded in the Salt River project. The natural flow of Salt River 
at the point of diversion is subject to great variations, from a 
minimum of 65 second-feet to a maximum which may have been 
as much as 200,000 second-feet before the development of 
large storage above, by the construction of the Roosevelt dam. 
The diversion weir was designed for a maximum expected flood 
flow of 165,000 second-feet. The river carries at times large 
quantities of sUt and sand^ The wmr is 1,000 feet bug and eon^ 
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Fig. 20.—An^ysis of Granite Reef dam, Salt River Project, Ariz. {Trans., Am. Soc. C. E., Dec . 1914.) 
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nects at each end with a sluiceway built directly in front of the 
canal headgates; there being one canal on each bank. The 
stream bed on the site of the diversion weir is sand, gravel and 
boulders underlaid with granite rock at varying depths. For 
about % of the length of the weir the rock was at moderate 
depth, which made it feasible to support the body of the weir on 
the rock foundation by means of supporting walls and piers 
extending from the rock to the base of the weir (Fig. 20). These 
foundation walls consist of two parallel longitudinal walls across 
the river, each 18 inches thick, one under the upstream toe of 
the weir wall and the other under the foot of the Ogee curve, 
spaced 29 feet center to center, and of cross piers 3 feet 6 inches 
thick, 20 feet center to center. The rectangular compartments 
formed by these walls hold the natural stream bed material or 
loose rock fill. The base of the weir wall is carried 11 feet below 
the natural river Bottom, which brings it on the coarser, firmer 
material. The upstream longitudinal wall is intended to be an 
impermeable cut-off wall, the other longitudinal wall is pierced 
with drain holes to relieve the hydrostatic uplift pressure on 
the base, caused by any water which may creep inside. 

For about 300 feet toward the center of the stream bed the 
rock was at too great a depth to be used for foundation. This 
part of the weir was built on a similar system of foundation walls, 
made thicker and extending down to a bed of compact gravel 
and stone at a depth of about 20 feet below the original stream 
bed. The two longitudinal walls are spaced 26 feet center to 
center and the cross walls 40 feet apart; all these foundation 
walls are 6 feet thick. The downstream longitudinal wall is 
pierced to relieve the uplift pressure. 

The body of the weir or weir wall is a gravity dam, modified 
to form the Ogee curve. The crest of the weir is 20 feet above 
the upper surface of the apron, which is depressed about 6 feet 
below the natural stream surface to form a water cushion or 
basin at the foot of the Ogee. 

The analysis from which the design of the weir cross section 
was determined by Mr. A. L. Harris, of the Beclamation 
Service, is indicated on the accompanying* graphical presen¬ 
tation (Pig. 20). The design is worked out by considering the 
cross section in two sections, divided by a horizontal plane 15 
feet below the crest. The resultant of all the forces acting on 
each section is determined and must cut the base of each section 
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within the middle third. In addition to the hydrostatic pres-* 
sures on the crest and upstream face of the weir wall usually 
considered in the design of diversion weirs, as previously ex¬ 
plained, in this particular design, a hydrostatic flowing mud 
pressure on the upstream face of the weir wall has been con¬ 
sidered. This mud pressure is taken as an added pressure, from 
the crest down, equivalent to that of a liquid weighing 57.5 
pounds per cubic foot. The pressure of the downstream back¬ 
water is not considered, but the resultant of the deflecting force 
on the lower curve of the Ogee is considered. The addition of 
the flowing mud pressure in the consideration of the forces deter- 
miijting the design of the cross section increases the stability of the 
structure. Whether this is necessary or not is questionable. The 
material deposited will be more or less compacted, especially near 
the bottom where the porous stream bed gives drainage to the 
deposited material. T his action may decreas#the water pressure 
on the upstream face. Also, the silt and finer material carried 
by the underflow and deposited in the pores of the stream bed 
material will increase the resistance to percolation and decrease 
the uolift pressure. 

The apron is an important part of the diversion weir; it is 
75 feet wide from the toe of the Ogee curve to the downstream 
cut-off or curtain wall. This wall is 4 feet thick and extends 
12 feet deep into the stream bed to protect the end of the apron 
from undermining. The apron extends for the entire length of 
the dam, except where the outcrop of bedrock comes to the 
surface; at these outcroppings the base of the weir wall is built 
directly on the rock and no apron is necessary. The apron 
protects the soft stream bed against erosion. It is made of 
concrete, 18 inches thick, constructed in blocks 10 feet square, 
with open joints 3 inches wide. In the concrete are embedded 
boulders about 5 feet thick, placed so as to leave projecting sur¬ 
faces which form good anchorage against sliding* The open space 
between slabs relieves the water pressure and gives a more 
elastic apron than a solid continuous concrete apron. On 
account of these open joints the length of the floor cannot be 
considered as part of the path of percolation, which measures 
about 84 feet and gives a percolation coefficient or ratio, with 
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the bead of water of 20 feet, of only 4.2. This ooeflicient is 
small but the resistance to percolation is increased by the deposit 
of silt and sand on the upstream side of the weir. As small a 
path of percolation as provided in this case would not be desirable 
with an open joint apron, if the material of the stream bed were 
entirely sand, for the velocity of percolation would then be 
suflScient to carry the sand through the open joints. After the 
weir was first constructed, water percolating under the dam boiled 
up through the open joints, but the seepage channels were nearly 
all sealed during the first season by the silt deposited on and 
carried in the porous stream bed material. The maximum flood 
flow obtained was 6 months after completion when a depth of 
7.2 feet of water on the crest of the weir was reached. 

Mr. A. L. Harris, who made an inspection of the diversion 
dam in August, 1913, states that after the 5 years since its 
construction there is very little evidence of wear, produced by 
the large volume of silt and sand carried by this liver. The 
crest of the weir was constructed of 1:2 :4 gravel concrete. The 
contraction cracks which have occurred are practically all 
located at the construction joints which formed a V-tongue and 
groove with projecting steel anchor rods; there are 18 contrac¬ 
tion joints in the length of 1,000 feet, or a distance apart of 
about 60 feet. A small amount of seepage water, probably 
less than of a cubic foot per second, discharged through the 
floor joints. No damages have occurred to the structure ex¬ 
cept the undermining of a few slabs of the floor, adjoining the 
projecting ledge of rock, and the damage was probably duo to 
the erosion of the rock itself, which is a coarse-grained friable 
granite. 

Capay Weir on Cache Creek, Calif. —This diversion weir of 
the Yolo Water & Power Co. was built on Cache Creek, 
California, in 1912. It is 500 feet long between abutments. 
Each abutment is built with the headgates to the canals divert¬ 
ing water on both sides of the river (Plate IV, Fig. A). The 
main parts of the weir are the weir wall and the apron (Fig. 21). 
The stream bed is gravel imderlaid with indura^ clay or hard- 
pa^* On the site of the weir the gravel was eiccavated and the 
weir wall built on the indurated clay. At upstream toe 
of the weir wall a reinforced concrete cut^oflf wall was carried 
into the clay to stop underflow and to give increased stability 
against sliding; at the downstream toe a second cut-off wall 
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waa carried in the clay; this wall is pierced with weep holes to 
relieve any underpressure which might be caused by the water 
creeping past the upstream cut-off walL The apron is of rein¬ 
forced concrete, 15 inches thick, and terminates in a third cut¬ 
off wall pierced with weep holes. 

The weir wall is trapezoidal, with a comparatively steep 
downstream face, which gives to the sheet of overpour water a 
direct fall, except for small depths of v ater on the crest of about 
1^^ feet or less. 


Maximum Flood 226' 
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Fio. 21.—Cross section of Capay diversion weir. 

Go. CaJif. 


Bed Bock 

Foundation Walls to 
) Carried Down to Firm 

footings and Snfflcieat 
.. . Depth to prevent 
Undermining by Sconx. 


Yolo Water & Power 


The estimated maximum depth of water considered in the 
design was 10 feet. The low bank on one side of the river and 
the extent of fiooded land on the upstream side of the weir during 
flood flows determined the maximum elevation of the wdr crest; 
this was made 2)4 i^t lower than the full supply water level in 
the canals. To div^ the full supply in the canals when the 
period ofhi|^ stream flow had passed, cast-iron sockete, spaced 
0 ieet centers, were placed in the crest the dtun to I'eceive 
■ moiovablsoastdron posts forming groovesfor the insertioin of hocto, 
scmtifdflaahboardsuptoMiadded heiiht of 3 feet ^ like dcnm> 


























Plats IV. 



Fio A —Capay diversion works on Cache Creek, Calif. View shows brush revetment 
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Fig. C.—Collapsible diversion weir on Murmmbidgee River, New South 
Wales, Australia. 
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stream edge of the crest of the dam is formed by a 10 X 144nch 
piece of Oregon pine and the downstream face and apron are 
lined with 2 X 12-inch Oregon pine, intended as a protective 
lining against the erosion and wearing effect produced by the 
sand, gravel and cobbles carried during flood flows. 

During the spring of 1914 a flood flow of considerable magni¬ 
tude passed over the weir, producing a maximum depth of water 
on the crest of about 63^ feet, with no harmful effect on the weir. 
No special construction joints were made, and the contraction 
cracks which have developed are distributed at irregular intervals 
varying from 25 to 75 feet; these cracks are narrow and do not 
in any way weaken the structure. 

Burra Weir, India (Fig. 22).—The Burra weir on the Ma- 
hanudde system in India represents a weir of the type with a 
direct fall on a floor or apron. The upper surface of the floor is 
raised above the downstream low water level. The advantage 



Fig. 22.—Burra weir, India. 


of a raised floor of this type over that of a depressed floor is the 
decrease in uplift pressure and the decrease in the height of fall. 
The total head from the weir crest to the low water level is 12 
feet; Mr. Bligh states that for the stream bed material under 
this weir the coefficient of percolation should be 12, and therefore 
the path of percolation should be 144, while it is actually only 112. 
Mr.Bligh suggests the following improvements in the design: 

First —Make the masonry apron 42 feet long from the down¬ 
stream toe of the weir wall to the end, with a thickness of 4 feet 
at the weir wall tapering to 3 feet at the end. 

Second .—Use sheet piling cut-off walls in the place of the 
foundation blocks, one cut-off wall to be directly under the center 
of the weir wall and to extend to a depth of 14H below the 
base of the weir wall, the other cut-off wall to be at the lower 
end of the floor and to extend 12 feet below the underface of 
^he floor. 

Third ,—To give the necessary length of path of percolation, 
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add an upstream clay puddle floor on the river bed; extending 
for 48 feet upstream from the weir wall. 

Fourth .—Protect the stream bed for 90 feet downstream from 
the end of the masonry floor with a thickness of riprap or paving 
tapering from 4* feet to 3 feet. 

Reinforced Concrete Weirs.—The use of reinforced concrete 
permits a variety of designs of diversion weirs, in which, as com¬ 
pared to the gravity type of masonry or concrete weirs, economy 
in the volume of concrete may be obtained. Greater elasticity 
is also an advantage of special value on foundations other than 
solid rock. On the other hand the cost of labor per cubic yard 
of concrete is greater and more careful construction is required. 
The selection will, therefore, depend on the availability of the 
material, the skill of the labor obtainable and the character of 
the foundation. The greater weight of gravity weirs and the 
comparatively recent use of reinforced concrete in general building 
construction probably accounts for the comparatively few 
reinforced concrete diversion weirs and dams. 

The usual type of reinforced concrete weir is similar to the 
wooden-frame type of diversion weir; its stability depends largely 
on the downward component of t^e water pressure on a sloping 
face, supported on concrete buttresses. The buttresses rest on 
solid rock or on a strong floor, which, when built on loose material, 
must extend sufficiently far downstream to protect the stream 
bed. The sloping face may be a flat reinforced concrete slab, with 
the amount of reinforcement decreasing from the bottom of the 
slab to the crest according to the water pressure; or the face may 
be formed of a series of thin concrete arches supported on the 
buttresses. A special design of the concrete multiple arch type 
has recently been used for a storage dam having a maximum 
height above bedrock of 92 feet and a total length of 363 feet, 
divided by 11 buttresses in 10 spans of 32 feet each. This 
damwas built for the Bear Valley Mutual Water Co. in Southern 
California. 

The Corbett diversion dam, constructed by the XJ. S. Rec¬ 
lamation Service on the Shoshone River, Wyoming (Fig. 23), 
and the Three Mile Falls diversion weir on the Umatilla River, 
Oregon (Fig. 24) built by the U. S, Reclamation Service, 
illustrate the flat decflc and arched deck type respectively* 

A Sat deck Ambursen type of reinforced concrete diversion weir^ 
k illuatraied by the Wiggin diverpaon weir of the Kile Irrigation 
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project, on the Bijou River near Ft. Morgan, Colorado (Plate IV, 
Fig. B). Its height is 9 feet and its length 532 feet; it is built on 
a sand and gravel foundation. 

Corbett Diversion Dam, Shoshone River, Wyo.—The Corbett 
diversion dam, 400 feet in length, consists of a fiat reinforced deck 
on a 1 to 1 slope, supported on piers, a reinforced floor, an up¬ 
stream and a downstream cut-off wall at the upstream and down¬ 
stream edge of the floor, and a foundation wall near the center 
line of the floor. The stream bed is sand, gravel, and boulders, 
underlaid with shale. The toe of the sloping deck joins with the 
upstream cut-off wall, which extends through the gravel into the 
shale. The downstream cut-off wall extends into the shale. 
Between these two cut-off walls is the natural sand, gravel and 



Pio. 23.—Section of Corbett diversion dam on Shoshone. Shoshone 

Project, Wyo. 


boulder on which the floor is built. Weep holes through the floor 
would seem desirable to relieve the upward pressure due to any 
water creeping past the upstream cut-off wall; no weep holes 
have apparently been provided. The floor is 2 feet thick, rein¬ 
forced with 1 square bars placed longitudinally and trans- 

versally and spaced 6 inches apart in both directions. The 
crest of the sloping deck is 13^ feet above the surface of the 
flopr. The deck slab is 2 feet 6 inches thick, reinforced trans- 
versally with ^-inch square bars, 6 inches oentpr to center, and 
loi^udinally with ^-inch square bars, 6 inches center to center, 
for the lower part and square bars, 6 inches center to 

center, for the upper part. Against the sloping face is a 
fillip on a 3 to 1 dope of the material excavated from the stream 
bed! The buttresses are IS feet thick, spaced 14 Iec4 apart on 
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centers, and extend under the floor well intq the gravel. Through 
the abutment walls, under the deck are 12 X 12-inch holes 
for the passage of air, supplied through an air shaft in each abut¬ 
ment wall. This supply of air is necessary to replace the air 
carried out by the falling sheet of water. Experience has 
shown that at least in one case omission of this provision to let 
air under the falling sheet of water has resulted in producing 
objectionable vibrations in the body of weir. The reinforced con¬ 
crete sloping face and buttresses are much heavier than found 
necessary from a consideration of the pressures acting on the 
face; this heavy design makes it doubtful that the cost of this 
structure is less than would have been the cost of a solid concrete 
weir of the same height. The dam was completed in 1907. 
The actual total cost to the Reclamation Service, including all 
overhead cost, was $127,277. 

For the design of a number of reinforced concrete dams of the 
same type, of greater height and of lighter construction, the 
reader may consult Wegmann’s treatise on The Design and 
Construction of Dams and the references accompanying this 
chapter. 

Three Mile Falls Diversion Weir, Umatilla River, Ore.— 

This weir has a total length of about 820 feet, divided by tri¬ 
angular buttresses, 20 feet apart on centers, into 41 panels, 
each closed by concrete arches (Fig. 24). The axis of the dam 
is curved upstream on a radius of 1,200 feet. The foundation 
is rock; the base of the buttresses are carried into the solid rock 
in trenches, the bottom of which are made rough to resist the 
tendency to slide; along the connection of the toe of the sloping 
arches with the foundation a cut-off wall is carried into the rock. 
The maximum height from the foundation to the crest of the 
weir, formed by a horizontal shelf, is 24 feet. The upstream 
face of the arches has a slope of 134 this face has a radius 
of curvature of 18 feet. The arch ring is not reinforced; iti| thick¬ 
ness’tapers from 24 inches at the base to 12 inches at the top. 
The buttresses are 24 inches thick, reinforced with two sets of 3^^- 
inch bars placed vertically 24 inches on centers, each set fl inches 
from each face of the buttress. Through the buttresses are 
iinspection openings, 6 feet high and 24 inches wide, connected 
by a reinforced gallery walk. 

The mammum observed flood Sow, covering the period from 
1S97 to 1918 was 18,200 The marimum capa^ty 
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E’ig. 24. —Ajrched deck reinforced concrete diversion weir on Umatilla 
River. UmatiUa Project, Ore, 
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over the weir crest provided for is 38,000 second-feet, obtained 
with a depth of water of 6.7 feet on the crest. 

East Park Feed Canal Diversion Weir, Orland Project, Calif.— 
A different type of diversion weir, of light reinforced concrete 


9 . 



construction, is illustrated by that planned and now being con- 
Bhrueted by the U. S. Eeclamation Service for the div^tm of 
tho Blast Park feed canal of the Orland project, in Califon^a. 
fPbis wmr is a reinforced arched dam, formed by a arch, 
and is dengned for an estimated high water levd of 7 feetabova 
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the crest of the dam (Mgs. 25^1 and B ). The radius of curvaturei 
measured from the downstream face of the arch ring, is 100 feet. 
The length measured on the arc is about 155 feet, the central 
angle being about 90®, The stream bed is gravel, underlaid 
at a small depth with rock. The base of the dam is carried to a 
depth of 3 to 4 feet into solid rock, and is from 4 to 10 feet below 
the natural stream bed. The maximum height from the stream 
bed to the crest is about 29 feet; the thickness of the arch at 
the bottom is 6 feet and tapers to a thickness of 3 feet near the 
crest which is formed by a curved projecting lip. The down¬ 
stream face of the arch is vertical and the upstream face has a 
batter of 1 to 10. Vertical reinforcement of J^^-inch rods, 6 
inches center to center, and horizontal longitudinal reinforcement 
of ^i-inch rods 24 inches center to center is placed near the 
upstream face; this reinforcement adds security against tem¬ 
perature stresses. Not considering the reinforcement, the stress 
in the concrete may be obtained by the well-known formula for 
arch dams: 



where T = thickness in feet. 

P = water pressure in tons per square foot, at the depth 
for which T is obtained. 

R = radius of curvature of dam in feet. 

S = pressure on the concrete in tons per square foot. 

The value of S, by this formula, for the dimensions given, at 
a depth of 29 feet, is 13.5 tons per square foot, which is very 
moderate as compared with a number of higher dams of this 
type built in New South Wales (see references). 

Open and Collapsible Weirs.—A brief general description of 
this class of weir and the conditions for which it is best adapted ^ 
have been previously stated. One type of open weir has been 
presented in the description of theheadworks of the Truckes 
Carson project; another type has been described in the discus¬ 
sion of wooden-frame diversion dams. In both of these types 
tjhe framework and operating platform were permanent struc¬ 
tures, which is objectionable in a stream carrying much float&ig 
material Wh^e a clear, unobstructed waterway is required, 
a targe number of different types of remqvabie or collapsible 
weirs have been devised. These have been largely imd in the 
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improvement of rivers for navigation, also to a considerable 
extent for the crest of diversion weirs on rivers in India. Their 
use on irrigation projects in the United States is limited to a few 
cases, from which most of the examples illustrated and described 
below have been selected. For a more complete presentation 
of the various types of movable weirs or dams, the articles listed 
in the references and the following valuable works are of special 
value: 

Improvement of Rivers, by Thomas & Watt (1913); Wiley 
& Sons, New York. 

The Design and Construction of Dams, by Wegmann (1911); 
Wiley & Sons, New York. 

The Irrigation Works of India, by Buckley; Spon, New York 
& London. 

Moore Weir on Cache Creek, Calif. (Fig. 26).—This weir is 
constructed on the lower part of Cache Creek, where the stream 
bed is sand and gravel. The low banks of the river did not permit 
raising the flood flow level by a closed weir; for this reason, and 
also because of the floating material carried by flood flows, a 
removable open weir was adopted (Plate III, Fig. D). The 
weir is 400 feet long between abutments; it consists of the 
removable superstructure and of the substructure, consisting of 
a redwood floor 30 feet wide, nailed to rows of 4 X 12-inch sills» 
bolted to the top of the sheet piling cut-off waU on the upstream 
edge of the floor and to the tops of four parallel rows of 10 X 12- 
inch piling, 7 feet apart, with the piles 10 feet apart in each row. 
There is a double row of sills to each row of pile, with a sill on 
each side of the top of the piles. The sheet piling extends to a 
depth of 14 feet; the anchor piles increase in depth from 20 feet 
for the first upstream row to 24 feet, 30 feet and 36 feet for the 
succeeding rows. In this manner anchorage is obtained against 
uplift pressure, and security against sliding is provided. 

The removable superstructure consists essentially of flash- 
board posts, tie rods and horizontal flashboards. The maximum 
height of fiashboard crest is about 8 feet from the floor. The 
posts are spaced 5 feet apart. Each post is made of 6 X 6-inch 
tii|ber witi a groove for flashboards, formed with extra guide 
pieces. The lower end of the post fits into a socket, formed in a 
dll built of two pieces secured to the floor. The top of the post is 
slotted to receive the upper threaded end of the tie rod, which 
bolds the post in place against the water pressure. The lowet 
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end of the tie rod is linked to a pivoting iron rod, bolted to the 
sheet piling. The posts are brought in line by screwing the nuts, 
and the rods are lifted out of the slots when it is desired to re¬ 
move the posts. The removal of the posts is done after the end 
of the irrigation season, when there is little water in the river and 
they are replaced after the flood flows in the spring when the 
stream flow level must be raised to deliver a full supply in the 
canal. 

The diversion weir was constructed in the fall of 1903; the 
maximum flood flow is about 40,000 cubic feet per second, the 
maximum flow after April 1 does not usually exceed 5,000 



Fig. 26 —Moore diversion weir. Yolo Water & Power Co , Calif. 


second-feet, and by June 1 is usually less than 1,000 second- 
feet. 

The structure with the wooden headgate to the canal cost 
about $10,000; it has required practically no repairs and is in 
good condition 11 years after its completion. It has given good 
service, but would not be well adapted where the stream flow is 
too large to permit the erection of the removable structure after 
the beginning of the irrigation season. • 

Diversion Weir of Las Vegas Irr^ation Project, New 
^Fig. 27).—This weir is somewhat similar in operation to that 
used on Cache Creek, in tiiat the superstructure is partly formed 
by removable posts and dashboards, bat It differs in that per- 
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toaneat concrete buttresses are also used. The structure is 
built on the Gallinas River, near the city of Las Vegas. The river 
is torrential, subject to cloudbursts, wWch produce sudden large 
flood flows, carrying logs and other floating material. To meet 
these conditions, a weir was designed which would have a quickly 
removable superstructure and which would offer little obstruction 
to the flow. The length of the weir between abutments is 119 
feet 8 inches. The superstructure consists of permanent triangu¬ 
lar concrete buttresses, spaced 12 feet apart on centers, and of 
intermediate collapsible steel posts, which with the buttresses are 



Main Dam 

Fig. 27. —Collapsible diversion weir of Las Vegas Irrigation 
Project, N. M 

the BUppoide for horizontal dashboards. The buttresses are 4 
feet 6 inches high above the floor, and permit the insertion of 
flashbosrds to a maximum height of 4 feet. The upstream edge 
of the buttress is vertical and in the same plane as the erected 
collapsible posts. One end of the dashboards fits in the grooves, 
formed with angles traced on the edges of the buttresses, and the 
other end bears against the collapsible posts. The dashboards 
are 8 inches wide, 3 inches thick and 5 feet 9 inches long. A 
removable plank wsdk is supported on top of the buttresses; from 
tithi walk tl^ dashboards are placed in position. ^ flashboards 
lorm a set foi each panel, between a Wtress and tbe adiaeent 
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post. The ends of the flashboards next to the buttress are 
chained to the buttress to prevent them from floating down¬ 
stream, when the weir is opened. The bottom of each post is 
connected to the floor with a pivot joint and the top of the post 
connects with the upper end of a tie rod through a loose link 
joint, which can be easily disconnected from the plank walk to 
let the post drop and open the weir. With the posts collapsed, 
the flashboards and the foot walk removed, the only obstruction 
to the flow are the concrete buttresses, which leave clear 
openings between them of 11 feet. 

The superstructure is formed of a reinforced concrete floor, 24 
feet wide, 1 foot thick, supported on three parallel cut-off walls. 
The upstream cut-off wall along the upstream edge of the floor 
extends down to a maximum depth of 5 feet below the upper 
surface of the floor, which in several places brings it on solid rock. 
The downstream cut-off wall along the downstream edge of the 
floor and the intermediate cut-off wall extend to a depth of 4 
feet. The floor is reinforced with two layers of No. 12 woven 
wire, 4rinch mesh, placed near the upper face. The path of 
percolation is 46 feet, which for a height of crest of 4 feet above 
the floor gives a ratio of nearly 12, which is evidently^ ample. 
Weep holes have not been provided and, while in this case the up¬ 
ward pressure is small, it would add to the stability to have them. 

Diversion Weir on Murrumbidgee River, New South Wales, 
Australia (Plate IV, Figs. C and D).—The weir is on the valley 
portion of the river, where a rise in flood flow water level by a 
closed permanent weir had to be avoided on account of the low 
banks and the possibility of changing the course of the river 
channel. To meet these conditions, an open movable weir was 
constructed. The essential parts of the weir are a set of Chanoine 
shutters, which close a clear width of waterway of 165 feet, and 
two Stoney roller gates to close two adjacent sluiceway openings, 
each 40 feet wide, in front of the canal headgates. Except for 
the pier between the Stoney gates and the pier between the 
end of the Chanoine shutters and the adjacent Stoney gate, the 
entire width of waterway is unobstructed. The Chanoine 
shutters with the Stoney gates are to be used toVaise the water 
level during the period of low flow. An increase in stream flow 
caused by freshets up to the capacity of the sluices is disposed of 
through the Stoney ^tes, and only during periods of high flow 
are the iriiutters collapsed. Om of the sluiceway channels la 
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provided with lockgates for river navigation. The Chanome 
shutters permit raising the water level to a height of 14 
inches above the floor. Elach shutter (Fig. 28) is 2 feet ^ 
inches wide, and 13 feet 10 inches hi^, and is pivoted by cast- 
iron bearings on a horizontal shaft near the center of the panels 













Plate V. 



.. :. s 


Fig. a.—S ame as PL IV, Figs. C and D, with shutters raised to leave 
waterway partly open. 



Fia. B.*-*Oollapsible dhrerBion wek of Prewitt Reservoir Project, Colo. 
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on a collapsible A-frame, formed by a trestle, held upright by an 
inclined prop. The bottom piece of the trestle is a horizontal 
shaft connected to cast-iron pivot bearings, bolted to the wooden 
floor sill, anchored by bolts to the concrete. The top piece 
of the trestle is also a shaft, to which are connected the 
pivot bearings of the shutter and the pivot bearing of the sup¬ 
porting prop. The lower end of the prop fits into a special slot, 
with guide channel, called a hurter, specially designed to engage 
and disengage the foot of the prop. 

During flood times the shutters are lowered and lay flat on the 
floor. When the low water level makes it necessary to raise 
the shutters, the lifting bar at the foot of the shutter is caught 
with a hooked rod and by pulling on this rod the shutter is 
gradually lifted until the lower end of the prop drops in the 
slot of the hurter; the lifting bar is then released and the water 
pressure on the shutter brings it to its erected position. When 
the shutters are being raised, the flow is concentrated through the 
opening where the shutters are down; to avoid the difflculty of 
lifting these last shutters in the strong current, all the shutters 
or part of them may be left partly opened by allowing the lower 
end of the shutter to drop in the fork of the hinged prop (Plate 
V, Fig. A). To finally close the openings, the props are pulled 
out and the shutters take the erected position. 

To lower the shutter, the lifting bar at the bottom of the shutter 
is caught with the hooked rod and on pulling, the shutter first 
revolves to a nearly horizontal position, fixed by the lug on the 
pivot castings; the pull is continued until the lower end of the 
inclined strut is pulled out of the notch of the hurter; the lifting 
bar is then released, and the shutter drops down in its lowered 
position. The lifting hook is operated from a small flat-bottom 
boat, on which is a winch with wire rope. The boat is con¬ 
nected by a rope and a pulley to a wire rope stretched across the 
river, parallel to the weir, about 60 feet upstream. 

The open space between the side of the shutters is about 
inch, which is about the minimum that can be used. Where 
the leakage through these openings is objectionable, the open¬ 
ings could be closed by lining the edges with ‘tope, which the 
water would press into the joints. 

The substructure consists of a concrete floor, 24 feet 6 inches 
wide and 3 feet thick, built across the river, on solid granite for 
part ot th# way and on foundation cross walls where the d^th 
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to roek deepens. The cross walls, placed at right angles to the 
length of the floor, are 3 feet thick and 7 feet apart. The sand 
foundation in between is confined by an upstream and a down¬ 
stream toe wall, along the edges of the floor which extend into 
the solid rock. The floor for this part is reinforced with steel 
rails. 

Diversion Weir of Prewitt Reservoir Project, Colorado 

(Plate V, Fig. B).—This weir was built on the South Platte 
River at a point where an entirely closed weir could not bo used 



Bldenievatlcm (Depressed) 

Fig. 29. —Details of movable superstructure collapsible diversion weir 
Prewitt Reservoir Project, Colo. 


on account of adjacent lowlands, which would be flooded during 
flood flows. To force a full supply in the canal it was necessary 
to raise the water level in the river to a height of 43^ feet above 
the stream bed; this was done by constructing a permanent 
substructure extending 2}4 feet above the stream bed, on which 
was built a removable flashboard crest to raise the water level 2 
additional feet (Fig. 29). At ordinary stages the depth of water 
over the permanent weir crest is 1 to 2 feet, frequently dropping 
to 6 inches. During high water the river channel spreads from 
the normal channel width of 500 feet to 1,600 feet. The weir is 
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about 600 feet long and the remainder of the flood flow channel is 
closed by an earth embankment, with a cut-off wall of Wakefield 
sheet piling, extending 10 feet into the soil and projecting 4 feet 
into the embankment. Against the downstream side of the sheet 
piling is a row of round piles, 10 feet on centers. The upstream 
face of the embankment is lined with reinforced concrete slabs, 
4 inches thick. 

The substructure of the weir consists of a stepped wooden 
floor nailed to heavy sills of 12 X 12-inch timber, supported 
on four rows of round piles, and of sheet piling cut-off walls 
along the upstream and downstream edge of the floor. On the 
upstream part of the floor, which is 2 feet above the downstream 
part of the floor, are built the collapsible frames which support 
the flashboards. The frames are spaced 4 feet on centers. Each 
frame consists of a post with grooves to receive the flashboards, 
and of an inclined brace. The post, which is vertical when 
erected, is connected at the bottom to the floor through a pivot 
bearing and at the top to the upper end of the brace through a 
second pivot joint. The lower end of the brace slides in a slot 
or runner, and when erected bears on a shoulder formed at the 
upstream end of the slot. The post, brace and runner are made 
of structural steel. The flashboards are 1^ X 10 inches and 3 
feet 10 inches long. 

Two sluiceways have been provided: one at the end of the 
weir adjacent to the canal headgates to maintain a clear channel 
in front of the headgates, and the other at about the center of 
the weir to direct the flow around an island toward the intake 
of another canal. Each sluiceway has six openings, each 5 feet 
wide, separated by permanent steel frames and controlled by 
flashboards. The floor of the sluiceway is a continuation of 
and on the same level as the lower or apron floor. Each frame 
is made of steel plate, stiffened with angles, with flash- 

board grooves formed by the legs of two angles. The height of 
the frame is 7 feet; its upstream edge is vertical; its width at the 
bottom is about 6 feet 6 inches and at the top 24 inches. The 
top of the frames support a 2 X 12-inch foot plank. 

The operation of the weir requires that the posts and flash- 
boards be placed or removed at periods of low flow by wading 
in the water. 

Diversion Weir of Crocker-Huffman System on Merced River^ 
Calif f—This weir is of special interest because of the coUapi^ble 
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steel structure which forms the upper part of the main portion 
of the diversion weir. The total length of the weir between 
abutments is about 700 feet; for 155 feet adjacent to one abut¬ 
ment and 60 feet adjacent to the other abutment the weir cross 
section is the regular Ogee gravity type, built of concrete on a 
hardpan foundation. The remainder of the weir, nearly 500 
feet in length, has the same Ogee cross section, from the base up 
to 4 feet from the crest, the upper 4 feet being formed by the 
steel collapsible structure (Fig. 30). This type of collapsible 
structure used was invented by J. C. Wheelon, Chief Engineer 
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Elevation 

Fio. 30.—Details of collapsible gates on diversion weir of Crocker»Huf!man 
system. Merced, Calif. 


of the Bear River Canal Co. in Utah, who first used it on the 
Bear River near Garland, Utah, to replace the upper 5 feet 
of the old crib weir, in order to reduce the pressure on the old 
weir during the flood flow when the collapsible crest would be 
folded down. The upper 5 feet of the crib was removed and 
the collapsible structure bolted to the timbers. The design used 
on the Merced Biinetr diversion weir was almost identically the 
same, vmying only in minor details. 

The ooUa^b^ structure is formed of trapesoidal steel frames, 
a runway huilt ip sections supported on top of the frames, and 
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steel-plate flasbboards or gates supported on the upstream edge 
of the steel frames. The flashboards are removable and are 
carried on cars which travel on the runway. The frames and 
the runway are designed to fold over each other and lay flat 
on the masonry crest. The frames are spaced 8 feet apart 
and revolve at their base, the lower member of the frame being a 
shaft which rests on cast-iron bearings bolted to the concrete. 
The runway is built in sections 8 feet long; one end of each 
section is hinged to the top angle member of the frame; the other 
end is connected to the top member of the next frame when the 
framework is erected, but disconnected from it when the frames 
are to be collapsed and is then free except for a loose chain con¬ 
nection with the hinged end of the adjacent section, so that 
when a frame and its hinged runway section is lifted it brings 
with it one end of the chain with which the next frame and runway 
section are lifted. With these two hinged joints, each frame and 
the section of runway hinged to it may be folded to lay flat on the 
masonry crest. When the frames are erected, a longitudinal 
brace connects the upper ends of the upstream members of the 
frames, and the 8-foot wide opening between frames is divided 
into three smaller openings by two intermediate flashboard 
supports. The flashboards are made of J^-inch plate, 5 feet 6 
inches long and 2 feet 6^^ inches wide, stiffened by an angle 
riveted a short distance below the upper half of the plate. 

The operations required to erect or lower the movable structure 
are evident from the illustration and the descriptions given above. 
Depending on the character of the stream flow, there may be 
difficulties in operation. For instance, a sudden rise in the 
stream flow, occurring when the structure is erected, may 
cause the overtopping of the foot walk and make the removal 
of the flashboards and the lowering of the bents impossible. 
Mr. Wheelon, the inventor of this structure, states that these 
conditions have occurred on two or three occasions. These 
stream flow conditions are, however, rather unusual, and the 
difficulties resulting would affect also some of the other types 
of collapsible weirs. 
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SCOURING SLUICES, FISH LADDERS, LOGWAYS 

A scouring sluice is a general term used to denote either an 
open sluiceway or an undersluice. An open sluiceway is an open 
bay or panel in the diversion weir'extending from the floor of 
the sluiceway, usually placed level with or lower than the floor 
of the weir, up to the crest of the weir. An undersluice is an 
opening through the body of the weir and does not extend to 
the crest of the weir; its use is usually limited to comparatively 
high diversion weirs (generally over 10 feet) and where the 
amoimt of silt and sand carried by the stream is not large. 

Purpose.—The main objects of a scouring sluice are: 

First —To maintain a well-defined channel in front-of the head- 
gates to the canal by scouring the silt or sand deposited in front 
of the gates. ’ 

Second ,—To prevent the entrance into the canal of the coarse 
material carried by the river water. 

Third ,—To regulate the river water level, within certain limits 
of minor stream flow variations. This object is only of real value 
where the crest of the weir is provided with a collapsible or re¬ 
movable superstructure, and when this method of regulation is 
more convenient than the adjustment of the collapsible crest. 

Necessity for; Method of Operation and Efficiency.—The 
necessity for scouring sluices will depend largely on the amount 
of material carried by the stream flow and the character of the 
stream and stream bed. In the United States the majority of 
streams used for irrigation carry only a small amount of sedi¬ 
ment; there are some streams, however, especially in Arizona, 
New Mexico, and Texas, which carry large volumes of material. 
In India and Egypt silt problems of great difficulty have had to 
be contended with in the working out of satisfactory plans for 
the diversion works, and the lessons derived from the results 
obtained are of much value Vrhere similar difficulties may arise. 

A better understanding of the necessity for scouring sluices 
is obtained by first oonsidermg the diffieffities to be overcome. 

U 
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The construction of a closed diversion weir across a river, except 
on a river carrying little or no sediment, will result in the deposi¬ 
tion of material on the upstream side of the weir, and where the 
river bed is anything different from solid rook there is a gradual 
movement of the stream bed material. These combined actions 
have a tendency to raise the river bed on the upstream side up 
to the crest of the weir, and in the case of stream beds of coarse 
gravel or heavier material the erosive effect of flood flows is 



level. 

In many cases on Indian rivers the use of large scouring slmces 
located not only at both ends of the weir in front of the canal 
headgates but also in the center of the weir, has not been able to 
prevent these effects; with the result that idands have built 
up on the upstream side of the weir, irregular cross channels 
have been formed, and the difficulties of diversion have been 
very great. In some cases it has been neeea^ljry to raise the 
;weir erest with a ooUapsible crest. These effeoil have not been 
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entirely confined to Indian rivers, for at least in one case, observed 
by the writer on the Umatilla River in Oregon, a closed weir, 
through which, however, no scouring sluices were provided, 
produced sand and gravel islands which required the excavation 
of a channel to the head^tes and the raising of the crest with 
sacks filled with sand. The results obtained in India have led 
to the conclusion that the only satisfactory way to prevent these 
difficulties is the use of collapsible or removable crest on a low 
permanent weir wall, or to make an entirely open weir. 

Experience on at least one river in India, the Sutlej River, 
at the diversion works for'the Sirhind Canal (Mg. 31), indicates 
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Pig. 32.—^Headworks of Sirhind Main Canal. Punjab, India. 


that the efficiency of scouring sluices will depend largely on the 
method of operation. The weir, 2,400 feet long, is of the Indian 
rock-fill type, with a 3 to 1 upstream slope and a 15 to 1 down¬ 
stream slope. The crest wall originally raised the water level 
to a height of 8 feet above the river bed, but it was later found 
necessary to raise it with collapsible shutters or gates an addi¬ 
tional height of 6 feet. The weir is not at right angles to the 
stream, but slopes upstream from the end adjacent to the head- 
i^tes at an an^e of IS**. The headgates are parallel to the diree- 
tion of the stream, and the duioeway is directly in front 
of the hea^tes S3). A divicdda wal} para^ to the head)* 
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gates, 296 feet away from them, forms the sluiceway channel, 
divided by piers, 5.09 feet thick, into 12 openings each 20 feet 
wide and each regulated with a set of three gates; a bottom, a 
middle, and a top gate, for which separate grooves are provided. 

The canal headgates consist of 13 openings, each 21 feet wide 
(Fig. 32). The sill of the gates was originally 2 feet above the 
sluiceway floor, later it was raised an ad^tional 7 feet by build¬ 
ing up the permanent masonry to that height, and the old gate 
system was changed by using a set of overpour rising steel gates 
to form a movable sill, over which the top water from the river 
passes into the canal. These gates are 3 feet 6 inches high, and 
when entirely lowered are housed on the downstream side of 
the masonry sill. To complete the closure of the gate openings 
above the raised position of the movable sill, another set of 
gates 6.25 feet high is provided. 

The crest of the collapsible shutters of the weir is 15 feet above 
the sluiceway floor and 6 feet above the crest of the permanent 
sill of the headgates. 

The construction of the division wall to form the sluiceway 
channel in front of the gates, the raising of the sill of the canal 
headgates, and the change in the system of gates, was done in 
1893-94, after it had been found necessary to prevent the large 
deposit of heavier silt and sand carried through the canal head- 
gates, which threatened to completely silt up the head of the 
canal. It was also decided to increase the capacity of the waste¬ 
way or escape at the twelfth mile on the mam canal, in order to 
obtain a greater scouring effect on the deposited silt. 

After these changes were made, many experiments were made 
on the silt problems involved and different methods and time of 
operation of the sluices and of the collapsilfle crest were tried. 
To better understand the results obtained, a knowledge of the 
character of the stream flow and of the silt is desirable. The 
Sutlej Biver has a maximum flood discharge of about 135,000 
second-feet and a minimum discharge of about 3,000 second- 
feet. The heaviest floods usually occur during July and August. 
The full supply capacity of the canal at the head is 6,200 second- 
feet, decreased to 6,000 second-feet at a poin^ 26 miles down. 

From 1893 to 1897 measurements were made of the total 
amount of sediment carrkd in suspension in the water entering 
the canal.'' The proportion of silt to water by volume rai^ped 
froih snro vp io $. maximum of about f^oo. Most of this 
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sediment in suspension was fine clay or ooze, which takes con¬ 
siderable time to settle; part of it, probably not more than 3^, 
was sand. The sandy sediment in suspension with the coarser 
sand and material which rolls along the bottom, but which was 
not included in the measurement, was the main cause of the 
troublesome deposits in the canal. 

In 1898 a special device was devised to separate the fine silt 
from the coarser sandy sediment carried in suspension. The re¬ 
sults of measurement show that the average proportion of sandy 
sediment to water entering the canal during the flood period 
was Ml001 while the proportion carried off by the canal water 
at a point 26 miles down from the head averaged 3 ^^ 300 » 
showing that only half of the sandy silt was carried through 
the canal, the other being deposited in the canal. The flood 
period is usually in July and August; during this period the 
water is overladen with silt. The river water begins to clear 
in September, and when taken in the canal is then able to pick 
up and carry in suspension some of the sediment and finer sand 
deposited on the bed during the preceding flood flow period, thus 
reducing the amount of silt deposits. As the finer material is 
thus transported, this leaves the coarser material, of which a 
smaller proportion can be carried in suspension, so that in No¬ 
vember or December the proportion of sediment carried has de¬ 
creased from 3^^300 fo 3^^ooo- In the above results the coarser 
material rolled along the bottom has not been considered, 
because of no satisfactory method of measurement to obtain 
this material. 

A further study of the character of the sediment carried in 
suspension was made by means of a special device or sand sepa¬ 
rator, which permitted the classification of the different grades 
of silt, on the basis of the rate at which silt will fall through 
water; such that when measured in feet per second, grades of 
silt falling through water at the rate of 0.10, 0.20, 0.30 feet per 
second would be denoted as grades M^iOy M-20) M^sOf re¬ 
spectively. The results obtained show that silts of grade 3^.20 
or less are found in as large quantity in the water of the dis¬ 
tributaries or lateral as in the water in the main canal, in¬ 
dicating that only the coarser sediment above grade J ^.20 
permanently deposited in the main canal. 

The object of the construction of the division wall forming the 
i^uioewajr channel in front of the canal headgates was to form a 
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silt basin in which the coarser material would be deposited and 
then scoured out by opening the sluicegates, and to concentrate 
and confine the scouring effect to the channel formed by this 
wall. To obtain satisfactory results, it was necessary to main¬ 
tain the water in this channel or basin moving at a comparatively 
small velocity. This required that the sluicegates be kept 
usually closed and only opened at intervals to scour out the de¬ 
posited material, and that the excess river flow be regulated by 
operation of the collapsible shutters on the weir. The im¬ 
portance of this system of operation was evidently not realized 
until 1900. Before this time the sluicegates were more or less 
open, and the water passing through the sluiceway channel would 
have a comparatively high velocity, carrying much silt in 
suspension. In this disturbed condition the cross currents 
or eddies were able to produce upward currents of sufficient 
strength to carry the coarsest sand, which in this case was mostly 
not greater than the 3 "^. 4 o grade, over the raised sill of the 
headgates into the canal. Since 1900 the correct system of 
operation has been enforced. The surplus river water has been 
discharged at the far end of the weir, through the opening formed 
by letting down some of the collapsible gates. This procedure 
produced a wide channel with comparatively low velocity, 
extending from the far end of the weir to the sluiceway channel, 
with the resulting tendency to free the water from the coarser 
sediment. 

This method of operation depends for its success on having a 
sufficiently large flood flow to scour out the material deposited 
above the weir. On this project very satisfactory results have 
been obtained. The yearly deposits of silts in the canals have 
decreased from an average of about 16,000,000 cubic feet prior 
to 1900, to 5,000,000 cubic feet since 1900 up to 1903. The 
results of this system of operation and of the silt measurements 
on the canal indicate the following procedure: 

First —When possible keep the canal headgates closed during 
the period of flood flows when the maximum amount of silt is 
carried. 

Second .—Keep the sluiceway gates closed as long as possible 
when the headgates are open, and when necessary to open only 
part'of the sluiceway gates open thye gates farthest away from 
the headgates, in order to concentrate the scouring channel a 
short diatanoe away from the headgates. 
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Third .—When necessary to scour out the material depoated 
in the sluiceway channel, close completely the canal headgates. 

Fourth .—Use a raised sill for the canal headgates and overpour 
gates to permit the skimming of the top water. 

Fifth .—To diminish the permanent silt deposits in the canals, 
run as large an excess of clear water in the canals as obtainable 
or feasible. 

It is especially desirable that the headgates be kept closed dur¬ 
ing the period when the percentage of silt carried in suspension 
by the river water is greater than the percentage which may be 
carried by the canal water; this depends on the velocities in the 
canal system. The velocities in the canal system should be 
adjusted to be not less than the critical velocities, as obtained 
by the formula based on Kennedy’s silt theory, where Fo = Cd", 
see Vol. II, Chapter IV. When the canal velocities are equal to 
the critical velocities and the river velocity greater than the 
critical velocity corresponding to the depth of water in the river, 
then the percentage of silt carried in the canal from the river will 
be too great and a deposit will occur. 

The method of operation described above is based on the ex¬ 
perience obtained on a'river carrying no material coarser than 
sand. When the river carries heavier material, such as gravel 
or cobbles, then the closure of the scouring sluices and the 
regulation of the stream flow at the far end of the weir would 
result in a deposit of this material, which would probably not 
be scoured out by the flood flows or by the velocity created in 
the sluiceway channel by opening the scouring sluices. Where 
these conditions are obtained, a raised sill and an open or col¬ 
lapsible weir are probably the best solution. 

DESIGN OP SCOURING SLUICES 

Positioa.—The object of scouring sluices, as previously stated, 
requires that they be placed at the end of the weir adjacent to 
the canal headgates and that the sluicegates be at right an^es 
to the plane of the headgates, in order that the sluiceway channel 
be formed directly in front of the gates. Where the river flow 
is diverted into two canals, one on each side of the river, scour¬ 
ing sluices at each end of the weir must be provided. Scouring 
iduices in the center of the weir are not to be recommmded; tirey 
are inconvenient to operate and effect kt of little or no 
velue. 
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SartB of Scotuing Sluices.—Where the amount of silt carried 
by the river water is too small to cause troublesome silt deposits 
in the canal, the scouring slmces usually consist of one or more 
comparatively small openings through the body of the weir, 
closed with suitable gates, or they may be entirely omitted. 
Small scouring openings are of doubtful value, for while a high 
velocity through them may be obtainable, this velocity has only 
a small effect on the large body of water upstream of the opening. 
Where the amount of silt is considerable, a sluiceway channel 
must be formed in front of the headgates, extending through 
the diversion weir; this sluiceway channel is formed by a division 
wall parallel to the plane of the canal headgates with its crest 
on the same level as the weir crest, or preferably as high as the 
high water level, with a floor in between, and is divided into an 
upstream channel and a downstream channel by the sluicegates, 
placed usually in the axis of the dam. The sluiceway channel 
at the gates is usually divided into a number of gate openings 
by piers, which give the support to the gates and on top of 
which is built the operating platform. However, the piers may 
be omitted by using certain types of collapsible gates, and the 
operating platform may be made removable. 

Capacity of Scouring Sluices.—The capacity will depend on the 
amount and character of silt carried by the river. The practice 
in India will serve as a useful guide where the river water carries 
considerable silt. The practice varies considerably. Existing 
examples in India, according to R. B. Buckley, would seem to 
indicate that the cross-sectional area of sluicegate openings 
below the weir crest should be not less than double that of the 
canal headgate openings, but in some successful works the area 
of gate openings in the sluices and canal headgate is about the 
same. A number of examples of Indian works, tabulated by R. 
B. Buckley, indicate that the area of scouring sluice openings 
varies from about to of the total cross-sectional area 
represented by the weir obstruction; most of the examples give 
a proportion of about Ko* Empirical rules which may be de¬ 
rived from such examples may indicate average practice in India, 
but even for conditions obtained there, such rules can be only of 
very doubtful value, for the efficiency of scouring sluices depends 
not only on the area of sluice openings but also on other factors, 
es|ieciaUy the relative position of the sill of the sluice openings 
leepect to the crest of the dam* To determine the required 
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capacity, it is best to consider carefully the method of operation 
of the sluices and to study the velocities obtained in the sluice¬ 
way channel, especially when the scouring gates are closed and 
the canal headgates opened, also when the scouring gates are 
opened and canal headgates closed. The capacity should be 
at least equal to the normal stream flow during the irrigation 
season, and preferably sufficiently larger to use the minor normal 
flood flows for scouring out deposits. 

The velocity of the water through the head of the sluiceway 
channel, when diverting water into the canal headgates, with the 
sluicegates shut, must not be greater than either the velocity in 
the river or the velocity in the canal; otherwise the heavier sedi¬ 
ment will not be deposited in the sluiceway channel, but will be 
carried through the canal headgates. To fulfill this condition, 
the cross-sectional area of the sluiceway basin formed by the 
division wall in front of the headgates must, for all stages of the 
water level, be at least larger than the cross-sectional area of 
the canal. With this condition fulfilled, the capacity through 
the scouring sluices with the sluicegates opened must be suffi¬ 
ciently large to produce a scouring velocity, not only at the gate 
openings, but also through the entire sluiceway, sufficiently 
high to scour out the deposited material. 

The discharge through the gate openings will usually be that of 
an orifice with suppressed or incomplete contraction on the bot¬ 
tom and sides. At times the openings are entirely submerged 
and the discharge will depend on the difference in elevation 
of the water levels on the upstream and downstream sides. 
The coefficient of discharge in the approximate formula Q 
« CAy/2gh, where C is the coefficient, A the area in square 
feet, and h the difference in water levels on both sides, varies 
from about 0.70 to 0.80, depending on the amount of contrac¬ 
tion and the value of A. A difference in water level of about 
3 feet will produce a velocity through the gates of about 10 
feet; at times a much greater velocity can usually be obtained, 
but a high velocity through the gate openings does not give a 
correspondingly high velocity through the sluiceway channel 
unless the area of sluicegate opening is not much smaller than the 
crossHsectional area of the sluiceway. The scouring velocity 
through the sluiceway channel, developed by opening the sluice¬ 
gates, mnet be at least greater than the maximuin velocities 
pbtsined in the sluiceway channel during the depositing period^ 
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v^hen the sluicegates are shut and the canal headgates fully 
opened, A scouring velocity of usually not less than 6 to 10 feet 
per second, depending on the character of the material and the 
length of time the sluices can be left open, will usually be neces¬ 
sary; to obtain this velocity, the proportion of gate area to 
sluiceway area which must be provided will depend on the ob¬ 
tainable velocity through the sluicegates, which is dependent 
on the difference in water levels; for instance, if a velocity of 
20 feet through the sluicegates is obtainable, the area of gate 
opening must be f of the sluiceway cross-sectional water area 
to obtain a scouring velocity of 10 feet per second. 

The following safe rules may be deduced for the determination 
of the capacity of the scouring sluices: 

First .—Make the capacity at least equal to the normal stream 
flow during the irrigation season and preferably equal to the 
minor normal flood flow. 

Second .—Make the cross-sectional water area of the upstream 
sluiceway channel or basin at least equal to and preferably 25 
or 50 per cent, larger than the cross-sectional water area of the 
canal, for all stages of the river water level. 

Third .—Provide sluicegate openings of sufficient area to give 
a scouring velocity in the sluiceway channel at least greater than 
the maximum velocity, obtained in the channel during the de¬ 
positing period, when the sluicegates are closed and canal head- 
gates opened to deliver full supply in the canal. A scouring 
velocity of 5 to 10 feet per second will generally be necessary. 

Sluiceway Channels.—The main purposes of the upstream 
sluiceway channel, as indicated above, are: 

First .—To form a basin in front of the headgates, in which the 
water will move at a decreased velocity, when the sluicegates are 
shut and headgates open. 

Second .—To concentrate and confine the scouring effect of the 
high velocity developed through the sluicegates. 

The downstream sluiceway channel confines the erosive effect 
of the water discharge through the sluicegates. 

The floor of the sluiceway channel must be kept as low as 
feasible with respect to the sill of the canal headgates to prevent 
the entrance of the coarse sediment in the canal. It is usually 
plaeed either level with the weir floor, but at least 4 feet below 
the canal headgate sill; if necessary it may be placed lower than 
the weir floor. 
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The width of the sluiceway between the headgates and division 
wall is determined from the required capacity of the scouring 
sluices in accordance with the rules and principles stated above* 
The length of the upstream sluiceway channel measured from 
the sluicegates must be sufficient to place the entrance to the 
channel well above the canal headgates. To obtain this it will 
usually be sufficient to extend the upstream end of the division 
wall to a point at a distance above the upstream edge of the canal 
headgate opening equal to the total width of the headgates. 

The division wall may be a rock fill or a concrete wall, with its 
Crest at least as high as the weir crest and preferably as high as 
maximum flood water level, for it will then separate the basin 
from the remainder of the stream at all river stages, which is 
of special advantage during flood flows when the greatest amount 
of sediment is carried. 

The upstream floor may be carried to the end of the division 
wall, or only to the upstream edge of the canal headgates, in 
which case the channel above will be completed with a riprap 
floor between the division wall and the stream bank or upstream 
wing of the canal headgate. The downstream floor must extend 
a sufficient distance to protect the stream bed from strong 
erosive currents, which have a tendency to cut a hole at the 
downstream end of the floor. W. G. Bligh recommends that 
the length of the downstream floor be 50 per cent, longer than 
that of the weir floor. The downstream division wall will usually 
extend to the end of the floor, but where the stream bed is rock 
or stable material, the downstream floor may be stopped at the 
weir floor and the division wall omitted. The base of the 
division wall must extend down to a firm foundation or be built 
on a foundation closed in with piles. 

The design of the thickness of the upstream and downstream 
floors, of the cut-off walls, and of the riprap river bed protection 
must follow the same principles as used in the design of the 
diversion weir, except for the increase in the length of the down¬ 
stream floor, as stated above. The upstream floor is thinner than 
the downstream floor, because the hydrostatic uplift pressure on 
it is more than balanced by the downward pressure of the wdgbt 
ci the water. 

To complete the duiceway channel, it is either necessary to 
protect the stream bank with a retaining wail or dope protection 
or hdth, parallel with the division wall and extending uidtream 
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and downstream beyond the end of the division wall. The 
slope protection may be a reinforced concrete lining^ a riprap 
lining or a brush lining weighted down with focks or concrete 
blocks tied together with wire cables. 

Piers, Gates, and Operating Platform.—The sluiceway channel 
is usually divided by piers into bays or openings regulated by 
gates; the openings must be unobstructed up to the maximum 
flood flow water level. On a number of projects in India, 
collapsible gates or shutters have been used, in order to avoid 
the use of intermediate piers, but it has been found difficult to 
make them work successfully for heights of gates exceeding 6 to 
8 feet. In India the modern tendency is to use large openings 
from 10 to 20 feet or more in width. The piers are usually of 
the gravity type; they are carried down below the sluiceway 
floor to a solid foundation, or to a foundation enclosed in sheet 
piling, and extend above flood water level. The piers have 
usually a trapezoidal profile, the thickness, base width and top 
width being proportioned to produce a resultant pressure falling 
inside of the middle third of the base. W. G. Bligh recommends 
an empirical rule for the thickness of piers which conforms with 
the practice in India; this rule gives a thickness of pier ranging 
from .21 to .31 of the width of the opening; an average value of 
.25 may be used. 

The piers are usually provided with two sets of grooves; the 
upstream set of grooves is placed near the nose of the pier and is 
used for the insertion of emergency gates or of flashboards; the 
lower set of grooves is placed a short distance back of the flash- 
board grooves and is used for the regular lift gates. 

On top of the piers is usually supported a permanent or remov¬ 
able operating platform and the necessary framework or overhead 
structure required to permit raising the gates to their full height 
above the flood water level. In some cases, as illustrated further 
by the sliucegates used for the Granite Reef Diversion Weir in 
Arizona, a special lifting mechanism is used, which does away 
with the necessity of the operating platform and overhead 
structure. The gates must be of the undershot type and not of 
the overpour type. Gates of wide spaa are considered desirable 
for sluicegates. Special types of gates designed to be operated 
by a comparatively small lifting force are preferable. The 
Ston^ patent gate with roller bearings and the Taintor type of 
jgate tire specify wril adapted. The Stoiaey patent gate is 
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illustrated by the sluicegates of the Murrumbidgee Weir in 
Australia, and of the Yuma project diversion weir on the Colorado 
River; these examples are described further. The Taintor type 
of gate and the usual type of gate-lifting devices are described 
in the discussion of canal headgates. Special types of gate¬ 
lifting devices are illustrated by the examples of sluicegates 
presented below. 

Examples.—In the preceding discussion special emphasis has 
been laid on open scouring sluices as used on streams carrying 
much silt; these conditions exist in the United States, on such 
streams as the Salt River in Arizona, the Colorado River in 
California and Arizona. For streams carrying little silt the 
necessity for scouring sluices is not so great and the practice 
regarding their design varies widely and follows no well-defined 
principles. In many cases they consist of undersluices formed of 
comparatively small openings through the dam; for instance, the 
undersluices at each end of the Ca'pay diversion weir on Cache 
Creek consist of two openings, each 4 feet wide and 4 feet high, 
with thef sill 8 feet below the permanent crest of the weir and 5 
feet below the sill of the headgates. The undersluices at each 
end of the diversion weir for the North Platte project consists of 
two openings, each 5 feet 9 inches wide, 6 feet high, with their sill 
14 feet lower than the crest of the weir and 7 feet lower than the 
sill of the canal gates. In these cases no division wall is built 
to form a sluiceway channel in which the scouring effect may be 
concentrated. 

The following descriptions present examples where the large 
amount of sediment carried by the river water required efficient 
sluices, and examples which contain features which may be 
adapted to special conditions. 

Scouring Sluices of Granite Reef Diversion Works, on Salt 
River, Arizona.—The Granite Reef diversion weir, which has 
been previously described, diverts water from the Salt River to 
supply two canals, one on the south side of the river with a 
capacity of 1,200 cubic feet per second, the other on the north 
side with a capacity of 2,000 cubic feet per second. The Salt 
dRiver has a very variable flow and carries a large percentage 
of sediment, especially during flood flow. The accompanying 
drawing (Kg. 38) shows a plan of the headworks for the south- 
side canal, 

The canal has a full supply capacity of about 1,200 second- 
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feet The sluiceway channel, about 40 feet wide, is formed 
between the division wall and the face of the headgate wall, 
which is extended as a retaining wall upstream and downstream 
to join with the warped wings and riprap protection of the 
river bank. The crest of the division wall is level with the crest 



Throug’h Dam Sluice Way and Intake 

Soutk Side Canal 

Fig. 33.—Scouring sluices at Granite Reef dam. Salt River Project, Ariz. 

of the dam. The upstream floor of the sluiceway slopes toward 
the sluicegates on a grade of per cent.i and at this point is 
8 feet below the crest of the dam and 4 feet below the sill of the 
canal headgates. The canal headgate wall is divided into three 
main epms by two piers 3 feet thick, spaced 26 feet on centers. 
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TRbe wall is open at the bottom up to the height of the gate open¬ 
ings, 6 feet from the sill, and each span opening is subdivided 
by two intermediate beams, 1 foot thick, spaced 8 feet apart, 
which form the guides for the gates. This forms nine gate open¬ 
ings, 7 feet wide and |5 feet high. The sluiceway gates are in 
line with the axis of the dam; there are two gates, each 15 feet 
wide and 9 feet high. 

The headworks for the north side canal are of the same type 



Pia. 34.—Details of sluice gate,Granite Reef Diversion Works. 

(Eng. News, Jan. 1, 1909.) 

and des^n, varying only in the capacity and minor details. 
This canal has a full supply capacity of 2,000 second-feet. The 
duiceway channel is about 80 feet wide, and is closed with four 
sluicegates of the same dimensions as on the south side. The 
canal intake is regulated with 18 gates. 

The cross-sectional area of the sluiceway channels from the 
flow to the crest of the weir and division wall is about 320 
square feet on tbe south side and 040 square feet on the ncaHi 



Fia. 35,—Details of operating mechanism of the sluice gates. Granite 
Reef diversion dam, Ariz. (Eng NewSf Jan. 1, 1^9.) 

found that in this time the sluiceway is well filled with sand 
deposits. 

I The sluicegates and operating mechanism are of an unusual 
design. Each sluicegate (Fig. 34) ia made of a ribbed cast-iron 
curved shell, % inch thick, in two halves riveted together. The 
water face is a smooth convex surface; the downstream face is 
ribbed, and on this side, tie-bars, ^ X 2^ inches, placed in 
^ sets of two, opposite each horisontal rib, connect together the 
edges of the curved shell. The ribbed face and tie-bars are 
encased in concrete, which gives a total wei^t to each gate of 
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{Eng, News, Jan 1, 1909 ) 
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about 30,000 pounds. This weight is necessary for the gates 
to close by their own weight. Each gate is hung to two IH'iocb 
chains, which pass over 31-inch chain sheave wheels, supported 
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Fio. 37.—JJetails of regulator gates. Granite Reef dam, Ariz 
{Eng. News, Jan. 1, 1900.) 

at the top of the piers, and extend down through a groove in 
each pio* to a rope tunnel under the sluiceway floor; then the 
s^odns of each pier, in sets of two, pass around a 21-iQob chain 
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wheel and each chain connects with a IJ^-inch steel rope; then 
the steel ropes are all connected to the periphery of a steel drum 7 
feet in diameter and extend around the drum to connect with the 
lower end of the piston rod of a hydraulic cylinder, 28 inches in 
outside diameter, capable of producing a cylinder pressure of 700 
pounds per square inch for the operation of the four sluicegates 
on the north side (Figs. 35 and 36). The cylinder is operated 
by a pressure pump and an 8-horsepower gasoline engine. The 
engine also operates the canal headgates by transferring its power 
to a horizontal shaft, which passes near each gate stand and 
transmits the lifting or closing power to the gate stem through a 
system of bevel gearing. The canal headgates are formed of 
curved cast-iron shells, smooth on the convex or water side, with 
three sets of angle tie-bars on the concave side (Fig. 37). 

Scouring Sluices of Yuma Project Diversion Works, on 
Colorado River, Arizona-Califomia.—As previously stated, these 
diversion works raise the water level of the Colorado River to 
divert water into two canals, one on each side of the river. The 
area to be irrigated is partly in Arizona and partly in California, 
aggregating about 131,000 acres. The largest part of the area 
to be irrigated is on £he Arizona side of the river and south of 
the Gila River. As originally planned, the canal supplying 
this area was to head at the east end or Arizona end of the weir 
and be carried under the Gila River, and a smaller canal heading 
at the west end or California end of the weir was t6 supply the 
smaller area in California. The difficulties of crossing the Gila 
River were objectionable, and a more favorable and economical 
solution was obtained by reversing the position of the two headings. 
The larger canal heading was placed on the California side; 
the main canal serves the irrigable area in California and is 
cariied under the Colorado River at a point a short distance below 
the junction with the Gila River by a large inverted siphon to 
supply all the land on the Arizona side south of the Gila Riv^, 
The smaller canal heading was placed on the Arizona end of the 
weir and the canal leading away from it commands the smaller 
area north of the Gila River. Other than this reversal of the 
position of the headings, only small changes were made in the 
original plans, and the descriptions of these works as given in 
the articles included in the Ibt of references are based on the 
original plans. 

On account of the large amount of silt carried by the rtm 
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water, the principal consideration was to so design the sluiceway 
and intake to each canal that the least amount of silt possible 
be carried into this canal. To obtain this result, each heading 
consists of a sluiceway channel, excavated in the solid rock bank, 
around the end of the weir, regulated at the downstream end 
with wide Stoney roller gates, and of an overflow skimming wall, 
formed as part of the uphill side wall of the sluiceway channel, 
divided by piers into a number of bays, regulated by means of 
horizontal dashboards. The floor of the sluiceway channel is 
lined with 6 inches of concrete and the sides are concrete retaining 



Fig. 38. —Scouring sluices and headgates at Yunaa Project diversion works 
on CaJitomia side of Colorado River. California-Arizona. 


walls. On the Arizona side the channel is 18 feet deep, 40 feet 
wide at the bottom and 52 fpt wide at the top; it is contracted 
at the downstream end to a width of 33 feet 4 inches, closed 
and regulated by a single Stoney gate. The channel extends for 
about 570 feet upstream from the sluicegate. The canal head- 
gates formed in the uphill side wall of the sluiceway, upstream 
from the sluicegate, consistof eight bays, each 7 feel 6 inches wide, 
separated by piers 1 foot thick. The sill of the bays is 10 feet 
above the sluiceway floor and 3ieet lower than the crest of the 
weir; the horizontal flashhoards may be inserted between the 
piers to raise the sill and Skm top water up to the full height 
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of the' sluiceway channel. The details of the Stoney sluicegate 
and canal headgates and the method of operation are the same 
as for the California heading, which is described more fully. 

The sluiceway channel on the California side (Fig. 38) is 18 
feet deep, 116 feet wide at the bottom, and 128 feet wide at the 
top, contracting at the downstream end to a rectangular cross 
section 116 feet wide, divided by piers 8 feet wide into three 
sluicegate openings, each 33 feet 4 inches wide, and regulated 
by a Stoney rollergate. The sluiceway channel extends for about 
660 feet upstream from the sluicegates. The canal headgates 
are formed as on the Arizona side and consist of 35 bays, with 
the permanent sill 9 feet above the sluiceway floor. 

The method of operation consists in keeping the sluicegates 
shut when taking water into the canal, during which period 
the slow velocity encourages the deposit of sediment in the 
sluiceway channel—then opening the sluicegates to scour out 
the deposited material. The sluicegates may also be used to 
regulate the flow of water over the canal gates. Assuming that 
the water level of the river is raised up to the weir crest and 
that the flashboards of the canal gates be adjusted to skim the 
top water for the full Capacity of the canal of about 1,400 second- 
feet; then the depth of water in the sluiceway will be equal to 
the height of the weir crest above the sluiceway floor, or 13 feet; 
this gives a cross-sectional water area in the sluiceway channel, 
when not diminished by silt deposit, of about 1,560 square 
feet, or a velocity of about 0.9 feet per second, which is sufficiently 
low to favor the deposition of the coarser sediment. E. D. 
Vincent, the resident engineer, states that during the com¬ 
pletion of the weft* across the river, in the spring of 1909, the full 
capacity of the sluiceways was utilized; this combined capacity 
was about 18,000 second-feet. The full capacity of the California 
sluiceway alone is probably about^ 16,000 second-feet, which 
gives a scouring velocity of nearly 10 feet per second. 

The sluiceway gates and their operating mechanism are of 
special interest as illustrating a type of gate suitable for very 
large openings, and for this reason a rather complete descrip¬ 
tion is given. The three sluicegate openings on the California 
side are formed between two intermediate piers and the abut¬ 
ment walls; in which 8 feet upstream from the grooves for the 
main s^ice gates, are sets of grooves for an emci^ency gate, 
which may be moved through slots in flie piers to any one of the 
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gate openings (Fig. 39). The operating mechanism for this 
gate is carried on a travelling car, which is supported on a 
girder track (Plate VI, Fig. A). The lifting mechanism for the 
main service gates is supported on a floor level with the top of 
the piers. Each sluicegate (Fig 40) is 34 feet 9}4 inches wide, 
and 17 feet 11},^ inches high; the upstream face is made of 
metal plates riveted to four horizontal girders and five vertical 
girders. The horizontal girders transmit the water pressure to 
the side edges of the gate; one of these girders is placed along the 
bottom edge of the gate, another 5 feet from the bottom, another 
10 feet from the bottom, and another along the top edge. Two 
of the vertical girders are placed along the side edges of the 
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Fig. 39. —Details of sluice gates at Laguna diversion works, Yuma Project, 

Ariz.-Calif. 


gates, one in the center and the other two in between. The 
girders are built of a web plate with flange angles and angle 
stiffeners. The grooves for the gates are built of heavy iron 
castings, forming a channel 16 inches deep and 37^ inches wide> 
with ribs on the outside, imbedded in the concrete. On the 
downstream side of the gate and riveted to the ends of the hori¬ 
zontal girders are bearing strips with a raised finished bearing 
surface, inches wide. Between this bearing surface and a 
similar raised surface of about the same width, formed on the 
downstream face of the groove casting, is a train of rollers, through 
which the water pressure is transmitted (Fig. 41). Each rdlier 
train consists of 26 cast-iron rollers, 6 inches in diametOr^ 














27. 1908.^ 






































Plate VL 



Fk. 4 —Lifting mechanism for sluice gates of Laguna Diversion Works 
California end of Yuma Project, Ariz 



B^^-Bcounng aluiees and Murrunlbidgae pivandon Works, New 
South Walee, Aiiet^»lia* 
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the gate and against the flange of the casting. The lower edge 
of the gate is reinforced with the leg of an angle and a narrow 
cover-plate, and is finished to give a tight seat on the metal 
plate, which covers the wooden sill imbedded and anchored to^ 
the rock. 

The gate is suspended at each of the two top corners by 1^^- 
inch crane chain (Fig. 41); the two chains of each gate pass 
over sheaves, keyed to and supported on bearing shafts, and 
are connected at the other end to a counterweight made of plates 
and angles, 27 inches square, 34 feet 9 inches long, loaded with 
cast-iron weight to give a total weight of about 48,500 pounds, 
equal to the weight of the gate and a pair of roller trains. The 
upper end of the roller train contains a pulley, which is sus¬ 
pended on a chain; one end of the chain passes over a 

sheave pinned to the same bearing shaft as the corresponding 
gate chain and secured to the same counterweight; the other 
passes over a cast-iron drum on the operating platform (Plate 
VI, Fig. A). 

There are two sets of sheaves supported on the top of each 
pier. On the axle or bearing shaft of each set is mounted a 
main spui gear wheel, Vhich meshes with a bronze pinion, fixed 
to the operating shaft, and through which the operating force 
is transmitted (Fig. 41). The operating shaft extends between 
the two sets of sheaves of each gate, and has fixed to it on its 
center a worm wheel which engages a worm shaft, on which 
the operating force is applied by connection with the shaft of a 
20-hor8epower motor. Provision is also made for operation 
by hand, through a pinion acting on a main spur gear wheel 
fixed to the shaft. The travelling car used for the emergency 
movable gate carries a similar operating device. 

Scouring Sluices of Murrumbidgee Diversion Works, New 
South Wales, Australia (Fig. 42 and Plate VI, Fig. B).—The 
collapsible diversion weir, consisting of Chanoine shutters, has 
been previously described. The scouring sluices consist of two 
sluiceway channels, formed at the end of the weir adjacent to 
the canal headgates, each giving a clear width of 40 feet, regulated 
with a Stoney roller gate of the same width. The sluiceway 
channel farthest from the canal headgates is provided at the 
downstream end with lockgates to form a lock chamber. The 
m0m purpose of the sluices, in addition to providing fpr river 
ne^vlgation, is to iiermit the regulation of the stream flpw and dis- 
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postd of the surplus water during minor freshets, when the Cha- 
noine shutters are raised. These are the determining factois 
which account for the large area of sluiceway channel. The 
sluicegates are of the Stoney type, each 40 feet wide and 16 
feet high. The gates are built of J^-inch steel plates, riveted to 



Fio. 42.—Murmmbidgee diversion works. New South Wales, Austraha. 


and stiffened by five inverted bow-string gird^, all of the 
same dimensions but spaced closer together toward the bottom 
of the gates. The gates work betweeda cast-iron grooves, built 
in the conisete piers, extended by sbructural ste^ columns, to a 
total height of 56 feet above the siU, to support the ttro stedi 
girdors, whieh carry the overhead l»idge. The gates may be 
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lifted to give a maximum clear height of opening of 39 feet. 
Each gate weighs about 20 tons; they are hung on sprocket 
chains passing over sheaves on the operating platform, and 
are counterbalanced by cast-iron weights, suspended to the 
other end of the chains, which travel between channel grooves 
fixed to the overhead framed columns and into a well provided 
in each pier. The pressure on the gates is carried to sets of 
travelling rollers placed in the grooves, between the edge of 
the gates and one edge of the groove. Each train of rollers is 
suspended by ropes passing around movable pulleys attached to 
its upper end. One end of the pulley rope is secured to the 
gate and the other to a bar, supported freely on a bracket 28 
feet above the gate. By this means the train of rollers is raised 
with the.gate, but travels only half the distance. When the 
gate has been raised 28 feet and the train of rollers 14 feet, a 
bracket on the gate engages the bar to which the other end of the 
pulley rope is attached, and the train of rollers then raises as fast 
as the gate. The gates when closed rest on a sill bedded in the 
concrete floor; the sides of the gates are provided with steel 
staunching bars, suspended so that the water pressure renders 
the gates practically water-tight. The gates are raised and 
lowered by a bevelled wheel gearing, with roller bearing, operat¬ 
ing on the overhead shaft which works the sprocket chain at 
each end of the gates. They can be operated by two men and 
require about the same force to raise as to lower them. 

Scouring Sluices of Corbett Diversion Works^ Shoshone 
River, Wyoming (Fig. 43).—The diversion weir, previously de¬ 
scribed, is about 15 miles downstream from the Shoshone dam, 
which forms a storage reservoir of 456,000 acre-feet. The Corbett 
weir diverts the water from the river into the head of the Corbett 
tunnel, which has a capacity of about 1,000 second-feet. The 
tunnel is 3J^ miles long and carries the water to the head of the 
Garland main canal. The entrance to the Corbett tunnel 
forms two gate openings, each 5 feet wide and 10 feet high, and 
closed with a main gate with provision for emergency flash- 
boards fitting in grooves above the main gate. A skimming 
wall, forming a basin or pool in front of the gates, is used to 
divert into the canal the surface or top water of the river. A 
sluiceway channel is formed in front of the skimming wall by a 
reinforc^ concrete division wall which extends above the high 
water letd. The flow through the channel is regulated by three 



SCOURING SLUICES 


111 


dxiicegates, which control the three openings through the lower 
part of the closing wall across the downstream end of the sluiceway. 



The sill of the sluiceway opening is 6 inches above tho level of the 
vdr floor, end 8 feet lower than the crest of the skimming waU. 


















112 


IRRIGATION STRUCTURES 


A study of the obtainable depositing and scouring velocities 
produced by this arrangement of skimming wall and sluicegates 
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and the basin are separated from the main part of the stream 
and will form a practically still body of water, in which very 
little of the sediment carried by flood flows will enter. The 
greatest velocity obtained in the sluiceway channel, with the 
scouring gates shut, is when the maximum full supply is being 
taken in the canal with the water level of the river at the minimum 
elevation required to force the water over the skimming wall 
and through the tunnel gates. Assuming a coefiicient of dis¬ 
charge through the gates of 0.8, the water level in the basin, to 
deliver a full supply of 1,000 second-feet through the gates, must 
be about 2.5 feet above the top of the gate opening or at a level 
of 4.5 feet above the crest of the skimming wall. The flow of 
water over the skimming wall is then that of a submerged weir, 
and for a crest length of about 80 feet requires a depth of water 
on the crest of the skimming wall of very nearly 5 feet; this 
brings the required water level in the sluiceway channel at the 
same level as the weir crest. For these conditions and assuming 
that the full water cross-sectional area of the sluiceway is equal 
to its width of 21 feet multiplied by the depth from the water 
level to the sluicegate sill, 13 feet, then the maximum velocity 
obtained in the sluiceway when diverting 1,000 second-feet in 
the tunnel is about 3.6 feet per second. This velocity is greater 
than is desirable; it will carry in the sluiceway coarse material 
which, when deposited, will require a much larger velocity to be 
scoured out. The full scouring discharge obtained through 
the sluicegate openings when the upstream water level of the 
river is level with the weir crest (assuming the most favorable 
conditions such as a coeflacient of discharge of 0.8 and no sub¬ 
mergence), is about 1,270 second-feet, which, although produc¬ 
ing a velocity of about 20 feet per second through the gate 
openings, results in a scouring velocity through the full cross- 
sectional area of the channel of about 4.5 feet per second or only 
25 per cent, larger than the depositing velocity. The filling of 
the sluiceway channel by the deposition of sediment will, how¬ 
ever, gradually decrease its water cross-sectional area, which will 
result in a greater scouring velocity when the sluicegates are first 
Opened, and as the channel is gradually enlarged ty the scouring 
out of the deposited material, the velocity in the channel will 
gradually diminish. 

It is interesting to notice that a lowering of the water level 

the river on the upstream ride will, within certain limits, in* 

i 
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crease the scouring velocity in the sluiceway channel. For in¬ 
stance, with the water surface level with the crest of the skimming 
wall, the discharge through the sluiceway channel with the 
gates lully opened and no submergence will be nearly 900 second- 
feet, which will produce a scouring velocity in the sluiceway 
channel for the full water cross-sectional area, 21 feet wide and 
8 feet deep, of about 5.4 feet per second. 

The Shoshone River water carries little sediment; the measure¬ 
ments taken by the U. S. Geological Survey from April 2, 1905 
to March 30, 1906 give for the maximum amount of sediment 
carried in suspension 258 parts per million by weight and usually 
considerably less. These results were obtained before the large 
storage reservoir was formed by the construction of the Sho¬ 
shone dam. The effect of this storage is to remove a large 
part of the sediment; there can be therefore little necessity for 
the scouring sluices. On the other hand, if the amount of sedi¬ 
ment were as large as on some of the streams of Arizona or New 
Mexico, the scouring sluices should be designed to give a larger 
scouring velocity in the sluiceway channel The efficiency of 
the sluices would also be increased by placing gates on the crest 
of the skimming wall, because the scouring velocity developed 
by opening the sluicegates would then be concentrated to the 
body of water in the sluiceway channel formed in front of the 
gates by the division wall, while without these gates the body of 
water spreads over the skimming wall. This may have been 
the reason for changing the original plans of the Granite Reef 
headworks, which at first contemplated a skimming wall formed 
on the present axis of the canal headgates, later changed to 
the canal headgates located a short distance downstream from 
the skimming wall on a line with the axis of the dam. The type 
of overpour fiashboard gates, such as used for the canal head- 
gates on the Yuma project, is the most efiicient type to keep the 
sediment from entering the canal. 

FISH LADDERS 

The laws of many states require that fish ladders be placed in 
all weirs or dams to permit the fish to pass upstream. For rivers 
whose summer flow is small the water may be confined to a 
channel upstream and downstream from the sluiceway. For 
thase cases it is necessary to |daoe the fishway adjacent to the 
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sluiceway. A fish ladder consists of a series of basins forming a 
set of steps. These basins are connected by means of openings 



so that the fish can pass from the lower basin to the upper basin, 
inlet to the lower basin must lie lower than the low watttt 
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level on the downstream side of the weir and the outlet to the 
upper basin is on the upstream side of the weir below the weir 
crest. To insure a full supply in each basin the upstream open¬ 
ing for each basin is made a little larger than the downstream 



Plan ofXtoirway and Fish Ladd^ 

f. 45.—Detail of fish ladder at diversion dam of Boise Project, Idaho. 
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one corner where the water is comparatively still where the fish 
can rest. This is necessary, especially for high weirs. The dif¬ 
ference in elevation between basins regulates the velocity through 
the openings and should not be in excess of about 18 inches. The 
slope of the fishway should not be steeper than 1 foot vertical 
to 4 horizontal. The width of the fishway is from 4 to 6 
feet. The baffles forming the basin are often placed on a 60 to 
80 degree angle to the longitudinal axis so as to form trapezoidal 
basins. The average length of these basins is about 6 feet and 
the depth of water from 2 to 4 feet. The minimum sized opening 
between basins should be 12 by 12inches. The fishway should be 
covered with a grating or screen to prevent interference, but the 
light must not be shut out or the fish will not use it. The de¬ 
sign of fishways is illustrated by the fish ladder in the diversion 
dam of the Sunnyside project, Washington (Fig. 44) and the fish 
ladder in the Boise project diversion dam (Fig. 45); (see also 
Plate I, Fig. A). Crude types of fish ladders, consisting simply of 
an inclined shallow wooden flume, divided into basins by baffles, 
are shown in Plate II, Fig. D and Plate III, Fig. D. 


LOGWAYS 

In some states where logging is practised laws have been 
enacted making it necessary to provide for free navigation of 
streams for logging purposes. This requires ready means for 
passage of logs either over or through the dam. When overflow 
weirs are on streams carrying enough water to insure a large depth 
of water over the crest at all times during the year, it may not be 
necessary to provide a logway, as the logs will pass directly over the 
main body of the weir. A logway is generally formed by lower¬ 
ing the crest of the dam for a short section adjacent to the fish 
ladder and scouring sluice. The sides of the logway channel are 
formed by two walls running parallel with the direction of flow, 
one of which may be the side of the fishway or the abutment to 
the dam. In many cases to avoid an excessive waste of water, 
it is desirable to build the logway as narrow as possible and the 
inlet is controlled by a gate which may be opened only when 
necessary. The width of the channel may be as small as 6 to 8 
feet and usually ranges from that up to 20 or 30 feet, depending 
on the amount and character of logging. The sill of the logway 
is made at least 4 feet lower than the crest of the Wehr^ To guicte 
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the logs into the logway a timber boom starts from the head of the 
logway on a small angle with the direction of flow and extends 
upstream a distance sufficient to intercept the floating timber and 
guide it to the logway. The design of the logway is indicated 
in the above plan of the fish ladder in the Payette-Boise diversion 
weir (Fig. 45) and is also shown in Plate I, Fig. A. 
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CHAPTER III 


MAIN HEADGATES OR REGULATOR FOR CANAL SYSTEM 

Object and Location.—The main object of this structure is to 
control and regulate the water supply admitted at the head of the 
canal system. Safety in design, reliability of operating mechan¬ 
ism, and good construction are of great importance, for the failure 
of the structure may admit water in the canal which may do 
considerable damage either to the canal system or lands below 
or to both. 

The structure is built at the point where the water supply is 
diverted from the river. A diversion weir is in some cases not 
necessary; this condition is obtained when the low water supply 
of the river is comparatively large, so that it is considerably in 
excess of the demand, and when the diversion canal is extended 
upstream until its bed is brought to a depth sufhciontly lower than 
the low water level of the stream to give a full depth of water in 
the canal at all stages of the stream flow. The headgates will then 
be located either on the bank of the main river or on a branch 
channel or slough, or may be at some distance back of the main 
river bank with an approach channel leading the water from the 
river to the gates. An example of a small simple structure of 
this type is shown by the headgate structure of the Westside 
Canal, Walker River Indian Reservation, Nevada (Plate VII, 
Fig. A). 

When located on the main river bank, care must be used in the 
selection of the proper site, especially if the bank is made of soft 
friable material, such as sandy or gravelly soil, easily eroded by 
the currents during flood flows. When placed on a cut bank there 
is the danger of the erosion of the bank to su(di an extent that the 
flood flows will wash around the structure into the canal. This 
will require either expensive bank protection or the placing of 
the headgates at a distance back from the river bank, with an 
excavated approach channel extending in front of the gates to, 
the river, or both. When placed on a portion of bank not 
subject to cutting, there is the possibility of the deposition of 
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material in the comparatively still water in front of the gates 
and of the low-water channel of the river being formed at a con¬ 
siderable distance away from the bank. As a result considerable 
diflficulty may be obtained in maintaining the proper channel 
toward the headgates. When the diversion is made from a 
branch channel or slough, the permanency of this channel must 
be assured; it may require either the partial diversion of the 
water from the main channel by a temporary or permanent diver-’ 
sion weir across the main channel, or the backing up of the water 
in the slough by the construction of a weir at its lower end. 
When an approach channel of considerable length is desired, 
some means may be necessary to scour out the sediment deposited 
in this channel; this may be obtained by placing waste gates in 
front of the headgates with a waste channel to convey the scour¬ 
ing flow back to the river. The capacity of the approach 
canal, with the waste gates shut and canal gates opened, must be 
at least equal to the required capacity of the main diversion canal. 
The sill of the escape gates must be placed sufficiently low, and 
the carrying capacity of the waste gates and channel must be 
made sufficiently large to produce a hydraulic gradient which 
will give the desired scohring velocity. 

A diversion weir is necessary in most cases. The headgates 
will then be at one or both ends of the diversion weir, depending 
on whether one or two canals divert from the river. Where the 
stream water carries considerable sediment, it is important that 
special consideration be given to the design of the scouring sluices, 
according to the principles previously stated. For each canal 
the scouring sluices are at one end of the weir in front of the face 
of the headgate structure, which is parallel with the direction 
of flow through the sluices and usually at right angles to the axis 
of the weir. 

In the general discussion on headworks and diversion weirs it 
has been indicated how the diversion weir proper may for eco¬ 
nomic and other reasons extend across the normal or low-water 
width of the stream channel, in which case the closure of the 
flood flow channel up to a height which will give a freeboard 
above the flood water plane on the upstream side of the vrw is 
produced by an earth embankment at one end or at each end of 
the weir. This earth embankment extend^ from one end or each 
end of the weip to beyond the outer edge of the flood plane* This 
.condition is frequently obtained when the weir site is below the 



Plate VII. 


Fig. a. —Headgate of West Side Canal. Walker River Reservation, Nev. 
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Vto. C —Hpadgatca at diversion works of Prewitt Reservoir Project, Colo 
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point where the stream emerges from the foothill and forms a 
broad channel with comparatively low banks. In many cases 
this location will require that the canal cross section for a short 
distance below the headworks be partly or even wholly in fill. 

The safety of the headworks and indirectly of the canal system 
below depends not only on the safe design and construction of 
the various parts, including the weir, sluices, head regulator, 
earth embankment and canal cross section, but on the proper 
juncture of these different parts and on the protection work re¬ 
quired to maintain the stream channel and its banks. 

Design of Regulator,—The factors entering in the design of the 
regulator are: 

Fir^L —General types of regulator. 

Second ,—Relative elevations of canal water surface, weir crest, 
canal bed, top and sill of gate openings, floor or sill of scouring 
sluices. 

Third .—Height and width of gate openings and elevation of 
top of headgate structure. 

Fourth .—Design of component parts of regulators. 

General Types of Regulators.—The designs of regulators vary 
considerably, not only because of special local conditions but 
because of the experience and judgment of the designing 
engineer. However, regulators can be classified into two dis¬ 
tinct types: the overpour or skimming type and the undershot 
type. 

Examples of Overpour Type.—^The overpour type includes such 
structures where the water passes from the river into the canal 
by discharging over the crest of a wall, or over the top edge of a 
gate or flashboards. Examples of this type which have been pre¬ 
viously referred to and in most cases described in the discussion 
of diversion weirs and scouring sluices are the following: The 
headgates of the Yuma project, at the Laguna weir on the Colo¬ 
rado River, Arizona-Cal. (Fig. 46), the Corbett tunnel head- 
works of the Shoshone project, Wyoming; and headgates of the 
flashboard type, used on many of the older systems in the San 
Joaquin Valley, California, similar in form and operation to the 
diversion weir of the Beardsley canal on Kern River, Cal. 
Another example of this type, not previously described, is shown 
by the headworks on the Carson River, for two canals of the 
Truckoe Carson project, Nevada (Plate VII, Fig/B)* These 
headworks consist of a diversion weir, of practicalljr the same 
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design as that used for the same project on the Truckee Biveri 
and of the headgates to two canals, one at each end of the weir. 
The headgate to the smaller canal is shown in Fig. 47, it forms a 
single opening, 15 feet wide, regulated by an overpour rising 
gate made of steel plate, reinforced with structural shapes. It is 
operated by two gate stems, one at each edge of the gate, and by 
two standard gate lifts, connected to a common shaft, through 
which the operating force is applied. The headgates to the larger 
canal form three similar openings, each regulated by the same 
size overpour gate. The gates may be operated for overpour 
discharge when the river carries much sediment, and may also 
be operated for undershot discharge at other times, to obtain 
closer regulation of the canal flow. 



Pio. 46 —Details of headgates to main canal on California side of Yuma 
Project, Ariz 

Examples of Undershot Type.—The undershot type includes 
those designs where the water passes from the river into the 
canal through the gate opemngs formed, when raising the gates, 
between the sill of the gate opening and the lower edge of the 
gate. This type is illustrated by the following examples, 
previously referred to or described in the discussion of diversion 
weirs and scouring sluices: the headgates of the Granite Reef 
fieadworks on the Salt River, Arizona, of the Boise project, Idaho, 
the Su^nyside project, Washington, and of the Truckee River 
diversion works, Truckee Carson project. The general form of 
lied4s^te structures is also shown by the downstream ww of 
^ headgates at the diversion worto of the Rmwitt 
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project, Colorado (Plate VII, Fig. C). This structure forms nine 
openings, each 4 feet wide, regulated with steel gates 9 feet high, 
with no panel wall above the gate openings. Other exam^es 



desciibed below are: The headg&tes to the Interstate Canal 
at the Nctrth Platte project diveriopn works, previouriy referred 
to; headgatee to the I<as project, New Mexico (Plate 
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VII, Fig. D); the headgates to the Dodson North Canal, Milk 
River project, Montana. 



The Interstate Canal headgates form nine gate openings, each 
6 feet 9 indms wide by 6 feet lugh, separated by concrete pen, 


Fio. 48.—Headworks for Interstate Canal. North Platte Project, Neb.-Wyo. 
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Fig. 49. —Headgates for Interstate Canal. North Platte Project, 
Wyo.-Neb. 


The headgate structure of the Las Vegas irrigation project, 
New Mexico, forms eight gate openings between reinforced 
concrete piers, below a steel plate panel wall (Fig. 50). Each 
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hydrostatic uplift pressure. The capacity of the canal is 1,000 
cubic feet per second. 



The h^Kigate structure of the Dodson North Canal is located 
i^rt distaope upstream from an existing divetmon dam 


51.—Headgates for Dodson North Canal. Milh River Project, Mont. 
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(Fig. 61). It is set a short distance back in the river bank, and 
is provided with cut-off toe walls and buttressed wing walls, 
extending well into the earth bed and sides. The inlet is formed 
of the riprapped earth slopes and the outlet is protected with 
grouted riprap on the bed and sides of the canal for 25 feet down¬ 
stream. Each of the four gate openings formed between the 
piers below the panel wall is 4 feet square and regulated with a 
gate made of J^-inch steel plate, reinforced with channel ribs. 

Comparison of Properties of Overpour and Undershot Types. 
—The overpour type is best adapted to regulators used in the 
diversion from streams whose waters carry a large amount of 
sediment. The best efficiency is obtained when the crest of the 
skimming wall can be raised or lowered to skim off the top of the 
river water and regulate the amount taken in the canal. A 
permanent cres<, such as obtained by the skimming wall used 
for the headgates of the Shoshone project, helps to skim off the 
surface water, but does not regulate the flow taken in the tunnel j 
the regulation in this case being done with gates closing the 
entrance to the tunnel (Fig. 43). The simplest form of adjust¬ 
able skimming crest is obtained with removable horizontal 
flashboards as used on the Laguna project (Fig. 46), and on 
canal headgates similar in design to the Beardsley diversion 
weir (Fig. 17). 

Flashboards are always reliable, but are more inconven¬ 
ient to operate than properly designed straight lift gates, and 
will usually give considerable leakage. Provision must be made 
so that the gate openings can be closed up to maximum flood 
water level. Where the depth of water above the sill of the 
gate opening is greater than 8 or 10 feet during the period of 
operation, the handling of flashboards involves greater difficulties 
and results in considerable leakage. The height of rising 
overpour gates, as used on the Carson River headworks (Fig. 
47), is limited to the depth to which the lower edge can be 
lowered below the crest of the permanent sill; where greater 
height is necessary, each gate may be built in two or more 
segments which operate in separate sets of grooves, so that the 
segments may be lowered in front or back of each other; or the 
upper segments, when not needed to skim the water, may be 
raised toward the operating platform up to a height that the 
lower edges of the secants will clear the surface ^tho water. 
The upper segments can be made of greater height than the lower 
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segment, so that a single upper segment with the lower segment 
may be all that is necessary. This form of gates was used for 
the headgates to the Sirhind Canal (Fig. 32). The efficiency of 
the overpour type of headgate will depend on the length of the 
skimming wall. 

The use of the undershot type of gate is not favorable to the 
prevention of entrance of sediment in the canal. This may be 
partly remedied by making the sill of the gate openings as high 
as feasible above the floor of the sluiceway or bed of the stream, 
using wide gate openings of small height. In many headgate 
structures, a set of grooves for the insertion of dashboards is 
provided near the upstream edge of the piers in front of the 
grooves for the main service undershot gates; by inserting 
flashboards in those grooves during the period that the stream 
carries the most sediment, a skimming effect may be obtained. 
The undershot gate has one special advantage on the overpour 
type, in that when the headgates are adjusted to deliver a certain 
canal flow, the flow will be less affected by variations in the 
river water level. The flow through a gate opening is usually 
that of a submerged orifice, and therefore is proportional to the 
square root of the difference in elevation between the river 
water surface and the canal water surface. The flow over an 
overpour gate is that of a weir, which in the case of a canal 
regulator is submerged at least during the low-water period; the 
flow of a submerged weir as obtained by Clemens HerscheFs 
formula is proportional to the depth of water on the overpour 
crest raised to the % power, multiplied by a variable coefficient, 
depending on the extent of the submergence,' raised to the ^ 
power. A consideration of the formula for flow through’an 
orifice shows that for an increase or a decrease in the head or 
difference in elevation producing the flow, the percentage of 
variation in head is to the percentage of variation in flow as 
2 is to 1; for instance, a 10 per cent, increase in head will 
produce a 5 per cent, increase in flow. A similar considera¬ 
tion of the formula for flow over a weir (not submerged) shows 
that the percentage variation in depth of water on the crest is 
to the percentage variation in flow as 2 is to 3 for instance, 
10 per cent, increase in head will produce a 15 per cent, increase 
in flow. The advantage in regulation of flow of an undershot 
type of gate is greatest during the period of flood flow and 
dWeases as the flow becomes smalls. During the low-^wataar 
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period the head producing the flow through the opening of an 
undershot gate is small, usually less than 1 foot, and the flow 
through the gate opening will then be affected to a greater extent 
by a rise or fall in the river water surface than it would be 
affected by the same rise or fall during a period of greater stream 
flow. On the other hand, with an overpour type of gate the 
depth of flow on the weir corresponding to the full capacity of the 
canal remains the same except as it becomes submerged, when a 
greater depth is required. 

Relative Elevations of Canal Water Surface, Weir Crest, 
Bed of Canal, Top and Sill of Gate Openings, Floor or Sill of 
Scouring Sluices.—To insure a full depth of water in the canal 
corresponding to the full supply carrying capacity of the canal, 
the water level of the river must be higher than the water level in 
the canal by th^ head or difference in water levels necessary to 
produce the required discharge through or over the regulating 
gates. The low water flow of the river after diverting the full 
supply canal capacity may be sufficient to give this required 
difference in elevation without the use of a diversion weir, but this 
condition is not usually obtained. In the majority of cases 
the low water supply is not sufficient to supply the demand; it is 
therefore necessary that the crest of the weir be higher than the 
full supply water level in the canal by the head required to 
produce the flow through or over the gates of the canal. 

In the case of an undershot gate, the flow through the gate 
openings is obtained by the formula for flow through a submerged 
orifice, and the greater the head is, the greater will be the velocity 
and the smaller the required total area of gate openings; but 
to increase the head it is necessary to raise the weir crest, con¬ 
sequently it will usually be more economical to use a small head. 
A study of a large number of headworks constructed in the 
United States shows that the difference in elevation between 
the weir crest and the full supply water level in the canal ranges 
from about 6 inches to 1 foot. Assuming 0.7 as a safe value for 
the coefficient of discharge, the discharges per square foot of 
gate opening produced by a 6-inch and a 1-foot bead are about 
4 cubic feet per second and 5.5 cubic feet per second, respectively. 
In most cases it is preferable to use a head of not over 6 inches* 

In the case of overpour canal gates, the flow will usually be 
thiat of a submerged weir, except possibly during high stages of 
the river^ or if the diversion weir Crest is built considerably higher 
a 
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than the desired water level in the canal, which would seldom be 
the case. Usually the difference in elevation between the crest 
of the diversion weir and the full supply water level is about 
the same or a little larger than for the undershot gate, ranging 
from about 6 to 12 inches. On the headgates to the canal on the 
California side of the Yuma project the difference is 0.7 foot. 
The lowest position of the crest of overpour gates, which may be 
the top of a permanent raised sill, and the clear length of ciest 
are dependent on each other, and are determined by fixing the 
difference in elevation between diversion weir crest and full 
water supply level in the canal and the volume of water to be 
delivered per lineal foot of gate crest. For instance, on the 
Yuma project, the headgates to the canal on the California side 
of the Colorado River give a net length of overpour crest of 
262.5 feet for a required full canal capacity of 1,400 second-feet, 
or 6.33 cubic feet per second per lineal foot. The difference in 
elevation between the crest of the diversion weir and the full 
supply water level is 0.7 foot. With this difference in elevation 
and a flow of 5.33 second-feet per lineal foot, the required depth 
of water on the crest of the overpour gate obtained by the sub¬ 
merged weir formula is about 1.5 feet. This determines the 
highest position to which the overpour crest may be raised to 
deliver full canal supply during the period of low water flow 
when the stream flow is not suflicient to give any or only a small 
depth of water on the weir crest. Since in this case the stationary 
crest of the sill is 4 feet lower than the crest of the weir (Fig. 
46), the above condition would be obtained by raising the crest 
with a depth of flashboards of 2.5 feet. 

In the above example, the unusually large length of overflow 
crest with the corresponding small depth of river water diverted 
into the canal by skimming are desirable features, especially 
where as in this case the river carries an unusually large amount 
of sediment. The extent to which one may be justified in 
increasing the efficiency of the skimming effect by increasing 
the length of overflow crest depends also on the cost. As a guide 
in the determination of the length of overflow crest, two further 
examples are given by the headworks to the Sirhind Canal (Fig* 
32) and the Jamrao Canal, diverting water from rivers carrying 
eoninderable coarse sediment, both in India and both considered 
suoc^uslul an the prevention oi entrance of coarse sediment in 
the cane*! The &rhmd Canal regulator provides an adjuetehAa 
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overpour crest 273 feet in length for a full supply canal capacity 
6,000 second-feet; the Jamrao Canal regulator has an adjustable 
crest length of 150 feet for 3,200 second-feet. These two ex¬ 
amples indicate a crest length of 1 lineal foot for about 20 second- 
feet. On this basis and assuming a difference in water levels 
between either the lowest position of the water surface in the 
river or the crest of the diversion weir and the full water supply 
level in the canal of 1 foot, the depth of water on the overpour 
regulator crest is about 5 feet, with 80 per cent, submergence. 

The above considerations present the factors which determine 
the type of regulator, whether overpour or undershot, and the 
position of the crest of the weir with respect to the full supply 
water level in the canal. The position of the bed of the canal is 
determined by the design of the canal cross section. In the case 
of the overpour type of regulators these considerations also 
determine the highest position which may be given to the sta¬ 
tionary overpour crest. It is desirable to make the stationary 
crest lower than this position by about 2 feet and depend on the 
adjustable crest, such as flashboards or raising overpour gates, 
to increase the height. In the case of undershot gates the open¬ 
ings are formed below a panel wall which extends up to the 
operating platform above flood water level. In order to keep 
the area of gate openings as high up as possible and to make use 
of the full gate openings, the lower edge of the panel wall or the 
top of the gate openings is made level with or not exceeding 6 
inches lower than the full supply water surface of the canal. 
The position of the sill of the gate openings when the water is 
taken from a stream carrying considerable sediment is largely 
controlled by the position of the floor of the scouring sluices; 
it should be at least 4 feet above this floor and preferably 
more, and will usually be a raised sill higher than the bed of the 
canal. 

Height and Width of Gate Openings.—In the case of the over- 
pour type of regulator, the total crest length of gates is deter¬ 
mined by adopting a certain volume of water to be discharged 
into the canal per lineal foot of overpour crest. ^As indicated 
above, a value of 20 cubic feet per second per lineal foot may 
be used. 

In the case of the undershot gate type of regulator, the total 
cross-sectional area of gate openings is determined by the velocity 
of flow through the gate openings correapondixig to the difference 
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in elevation between either the weir crest or minimum river 
water level and the full supply water level in the canal. A total 
area based on a discharge of 4 to 5 cubic feet per second per 
square foot of area is commonly used. 

The top of the gate openings formed by the lower edge of the 
panel wall is, as stated above, at the same level as or a little lower 
than (not over 4 to 6 inches) the full water supply level in the 
canal. The bottom of the gate openings or sill will in some cases 
be determined largely from the position of the floor of the scouring 
sluices; but where conditions are obtained which do not fix 
the sill of the gate openings, then the selection between a low and 
a high sill must be made. A high sill decreases the height of 
gate openings and increases the total width of gate openings, 
but decreases the maximum intensity of pressure on the gates 
and is preferable when the water carries sediment. On the 
majority of projects in the United States the height of the under¬ 
shot gates is usually from 4 to 6 feet. The total width of gateway 
is usually divided by piers, buttresses or columns into a number 
of openings. The width of each gate depends on the water pres¬ 
sure, the required operating force, the type of gate and the rela¬ 
tive economy of fewer wide gates as compared to a larger 
number of narrow gates. Certainty of operation and simplicity 
of operating mechanism are of prime importance. The width 
is seldom greater than 8 feet and is usually from 4 to 6 feet. 
W. G, Bligh has criticised the comparatively narrow gates used 
on the majority of irrigation projects in the United States, The 
criticisms may be largely due to a comparison with the gates used 
on a few projects in India where the volumes of water diverted 
in the canal are many times the volume diverted through the 
structures which he has criticised. On the other hand, Mr. 
R. B. Buckley in his book on the Irrigation Works of India states 
that the vents of head sluices are generally 5 or 6 feet wide only, 
and that friction rollers are rarely fitted to the gates. 

The piers, columns, or frames, which separate the gate open¬ 
ings, extend up to above maximum flood flow water level and sup¬ 
port the operating platform. In the undershot type of gate tte 
bays above the top of the gate openings are usually closed by a 
panel wall. In the overpour type the full openings up to the top 
of the structure are closed by flashboards or rising gates. The 
top of the headgate structure is usually about 2 feet aboVe^ the 
masdmutn flood flow water level. 
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Design of Component Parts of Regulator. —The regulator may 
consist of: 

(a) The substructure, which is formed by the floor, aprons or 
cut-oflf walls, and usually a raised gate sill. 

(5) Side walls, which, with the floor, form the channel of the 
regulator; and wing walls, which form the inlet and outlet to the 
regulator channel and connect it with the stream bank and with 
the canal cross section. 

(c) Buttresses, coluTrir*a or frames, which divide the width of 
the channel of the regulator into a number of bays or openings 
closed and regulated with the gates. 

(d) A panel wall, useu only in the case of the undershot type of 

regulator, extending from the top of the gate openings to the top 
of the structure or operating platform; and the operating plat¬ 
form. ^ 

(e) The gates. 

(f) The gate-lifting device or operating mechanism. 

In addition there may be formed in front of the headgates an 
overflow skimming wall and basin, as previously illustrated by the 
head works to the Corbett tunnel on the Shoshone River. This 
form is, however, very unusual, and if it be desirable, the skim¬ 
ming wall should preferably be provided with flashboards, which 
permit adjusting the depth of the overpouring sheet of water. 

The design of canal headgates is dependent largely on the type 
adopted, whether overpour or undershot, the material of which it 
is constructed, the character of the material of the stream bank 
in whiqjj it is built, the stream flow conditions, the volume of 
water diverted, etc. On account of these numerous factors and 
the difference in judgment of the designing engineer there are and 
can be no standard plans, but there are principles of design which 
will usually control the design of each of the component parts and 
of the structure as a whole: 

(a) The design of the substrudure, of the channel formed by the 
floor and side walls and the design of the inlet wing walls to con¬ 
nect with the river bank, and of the outlet wing walls to make the 
coxmection with the canal section will depend largely on the chai> 
acter of material through which the regulator of the channel is 
formed. When built in solid rock, these parts of the structure 
may be entirely eliminated, and the framework for the gates is 
then secured to the rock sides and bed. When built in softer 
teaterial^ all%ese component parts are peeded to protect a|;amst 
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erosion and especially to prevent failure of the entire structure 
by percolation under the floor or by washing around the struc¬ 
ture, The substructure will then be built usually of concrete, 
although it may be built of wood; it will consist of the floor on 
which the piers m ay be built, a deep cut-off wall af the upstream 
and a shorter eut-ori wall atiSiTdownstrcam end^ with in some 
cases intermo^diate cutoff wafl^ and in most r ai s e d ^ a t e 

sill formedjby VIow wall extending^ above t he floor between t he 
gate piers or frames. 

The floor usually extends a short distance upstream from 
the gate sill, at least to the edge or nose of the buttresses 
which project, a distance above the face of the gates of 
from usually 2 to 6 feet to form grooves for the insertion 
of emergency gates or dashboards. The main object of the 
floor is to protect the canal bed from the erosive action of the 
water discharged through dr over the gates and to give with the 
cut-off walls a sufficient length to the path of percolation under 
the structure. In the case of undershot gates the velocity through 
the gate openings will be large when the water level on the up¬ 
stream side of the gate is high, as during the flood period, but the 
velocity is decreased rapidly within a short distance below the 
gates by the quieting effect of the large body of canal water. In 
the case of an overpour gate, the floor must be made sufficiently 
strong to resist the impact of the falling sheet and of sufficient 
length to receive the falling water well within its downstream end. 

The lengtii and thickness of the floor will be largely determined 
by the character of the material on which it is built. In the major¬ 
ity of cases the structure is built in the firm river bank; tlie upper 
part of the structure may be in the surface soil or in a made fill, 
but the lower part is usually in cut and the floor will often be built 
on firm impervious material, such as rock, shale, clay, or on more 
or less pervious soil, underlaid at a small depth by an imper¬ 
vious strata, which may be reached by a water-tight cut-off wall 
placed along the upstream edge of the floor. For these conditions 
the floor may be given a minimum length and thickness. The 
minimum length may be partly determined from the base width 
of the buttresses or frames or in the case of overpour gates may be 
made so as to receive the sheet of falling water about midway be- 
the crest of overpour and the downstream end, as de¬ 
termined in thediscusrion on drops, Chapter VII, W. 0, 

for safe praetka in to^ the mpi^m l ength 
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be tw ice the maximum full head of water measured from the 
fl ^F level to the maximum flood height . This length is larger 
than that used on a number of successful structures, built in the 
United States, where the main floor usually extends downstream 
only to the end of the buttresses or to a distance beyond the face 
of the gate equal to the height of the flood flow water level above 
the floor. This floor may be extended with a concrete lining or 
riprap for at least an equal additional length and completes the 
connection with the canal section. The thickness of the main 
floor when made of concrete ranges from about 6 to 12 inches 
when built on hard impermeable material, such as shale or rock, 
to 12 to 18 inches when on softer amterial, such as clay or clay 
loam. The concrete lining floor extension is usually 4 to 6 inches 
thick. 

When built on loose permeable material, it is necessar}?^ to con¬ 
sider the underflow and the hydrostatic uplift pressure in accord¬ 
ance with the principles presented in the discussion of weirs on 
pervious foundations. It is seldom, however, that the river 
bank material will be as permeable as the material of the 
stream bed, nor is the floor of a headgate structure and the bed of 
the canal below exposed to such disturbing dynamic forces as 
that of the diversion weir; for these reasons a length of path of 
percolation equal to not over 75 per cent, of that obtained with 
the coefficients given for weirs on pervious foundations will be 
ample. The path of percolation will usually be formed by the 
cut-off walls and the undersurface of the floor, to which will be 
added in some cases the path of percolation of the sluiceway 
floor in front of the gates and of the floor extension either as a 
concrete lining or riprap. To consider the cut-off walls as form¬ 
ing part of the path of percolation, they must be water-tight; 
this may be obtained with concrete walls and special types of 
sheet piling, but when the sheet piling must be driven through 
material containing cobbles and especially with certain types of 
sheet piling, the >^ater-tightness is uncertain. On pervious 
foundations the upstreym cut-off wall is usually carried to a 
4epth below the floor equal* to the maximum flood height of the 
water surface above the floW, and the downstream cut-off wall 
at the lowea: end of the main floor usually extends to a d^th 
about equal to the depth of water in the canal. Intermedkte 
cutoff walls may be added to iniU'ease the path of percolation. 
llUm leng& of the floor muat be tp malce up the 
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der of the required length of path of percolation. A length of 
floor equal to about twice the height of the flood flow water level 
will often be sufficient, with the remainder of the path of percola¬ 
tion formed by a floor extension with open joints to prevent 
hydrostatic uplift. 

The thickness and design of the floor will depend on the hydro¬ 
static uplift pressure, as determined by the path of percolation. 
The floor will usually be of reinforced concrete, designed as a 
slab bearing up on the foot of the buttresses and side walls. 
The required thickness will seldom be over 18 to 24 inches. 

The hydrostatic uplift pressure produces an overturning 
moment, which must be added to the overturning moment of 
the water pressure on the face of the gate when considering the 
stability of the structure as a whole. The counterbalancing 
moment is the sum of the moments of the weight of the dif¬ 
ferent parts of the structure, of the downward earth pressure on 
horizontal surfaces or footings of walls projecting into the 
earth, and of the water pressure on the upstream floor extension 
above the gates. 

(b) Side Walls and Wijig Walls .—The inlet wing walls, when 
the regulator is at one end of the weir with the axis of the gates 
at right angles to the weir, usually consists of upstream and 
downstream side wings, extending from the ends of the side walls, 
usually at right angles to them, parallel with the face of the gates 
and with the bank of the river, and of cut-off wings which ex¬ 
tend from the end of each side wing well into the permanent 
bank of the river. The side wings protect the bank of the 
river for a short distance above and below the gates and form 
one side of the sluiceway channel when scouring sluices are pro¬ 
vided. The downstream side wing is also the abutment which 
connects the diversion weir or scouring sluices with the headgate 
structure. When a sluiceway channel is formed by a parallel 
division wall in front of the headgates, the upstream side wing 
will extend up as far as the nose of the division wall. The down¬ 
stream wing will usually extend to the downstream end of the 
weir floor or scouring sluice floor (Figs. 2 and 33). When no 
sluiceway channel is provided, the disturbing effect produced by 
the diversion of water through the headgates or by the discharge 
through scouring gates is confined to a small distance from the 
gates, and the upstream side wing need extend only a sufficient- 
distance to hold a good wedge of earth between it, the side wall 
and wall The out^ wings connect the end of the side 
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wings with the bank of the river and are intended to prevent 
the water from washing aroimd the structure. They extend 
from the ends of the side wings, into the permanent bank of 
the river, on an angle of 45® to 90®, for a length equal to at least 
the maximum depth of water in the stream or sufficient to con¬ 
nect with the sloping bank of the river, which in the case of 
erodable material is usually paved with riprap, brush revetment 
or concrete lining, for a small distance adjacent to the upstream 
wing and for a much larger distance beyond the end of the down¬ 
stream wing (Fig. 33). When the regulator is built in a cut 
at some distance from the bank of the river, the side wing walls 
will extend into the sides of the cut and will act also as cut-off 
walls (Plate VII, Fig. A, and Fig. 51). 

The side walls with the floor in between form the channel of 
the regulator. If built in porous material, they must be de¬ 
signed to resist not only the earth pressure but also the hydro¬ 
static pressure produced by the water percolating along the 
path of percolation around the wings. This pressure will be 
greatest on the upstream side wall. The outlet wing walls ex¬ 
tend from the downstream end of the side walls and are used to 
connect the rectangular channel of the regulator with the trape¬ 
zoidal canal section. They may be vertical wings placed on an 
angle to the canal axis or warped surfaces (Figs. 3 and 33). 

(c) Buttresses^ Frames or Columns .—^Buttresses are made of 
masonry, concrete or reinforced concrete. They are usually 
trapezoidal walls, extending from the floor to the operating plat¬ 
form, with the space in between above the gate opening, in the 
usual case of undershot gates, closed by the panel wall. The 
top length of each buttress is xisually from 4 to 6 feet or the 
width of the operating platform. A masonry or concrete buttress 
is a gravity wall, designed to produce no tension at the upstream 
toe; this is obtained when the resultant of the water pressure 
with the weight of the buttress, the gate, one section of the 
panel wall and of the operating platform falls within the middle 
third of the base of the buttress (Figs. 49 and 52). The thickness 
of the buttress is usually 18 to 24 inches or about of the width 
of the gate opening. Reinforced concrete buttresses are thinner 
and designed as cantilever walls, with sufficient vertical rein¬ 
forcement extending from the buttress into the floor to obtain a 
good bond, especially along tHe upstream toe of 1^6 buttress 
(Fig. 50). The thidmess is generally not over 12 inches. 
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Frames of wood or steel have little weight and must be rigidly 
connected to the floor to resist the overturning moment. A frame 
of wood or steel consists of a vertical post with one or more 

i standard Gate Stand 



Detaila of nose of pier showing btult up metal grooves for gates. 


Fio. 62.—Headgate at diversion works of Rio Grande Project, N, M. 

Ihclined supports extending from the^ post to the floor, with 
additional bracing to complete the framework and support the 
operating The post is built up to form grooves for the 
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gates, and is designed as a beam divided into spans by the 
supports. This form of construction is illustrated by the old 
headgates of the Consolidated Canal in Salt River Valley, 
Arizona (Fig. 53). The canal has a capacity of 1,000 cubic feet 
per second; the greatest depth of water on the gates has been 
20 feet. 

When columns or vertical beams are used to separate the gate 
openings, the columns are designed as beams with their lower 
points of support at the floor and the upper points at the operating 
platform, which is designed as a large horizontal beam or girder 
spanning the total width of the regulator. This form of design 
was used for the canal headgates of the diversion works of the 
Truckee Carson project on the Truckee River (Fig. 3). It will 
compare favorably as regards economy when the width between 
side walls is not too great and when it can be used in the place of 
high buttresses. 

The grooves for gates set in concrete buttresses are formed 
either of channels or of built-up structural shapes, such as a 
combination of angles, imbedded in the concrete (Fig. 52), or of 
special channel castings with outside projections to give good 
anchorage. The grooves for metal posts are usually formed by a 
combination of angles or other structural shapes bolted together. 
For wooden posts the same combination may be used, or they 
may be formed of wooden pieces bolted together (Fig. 53). 

In concrete buttresses it is common practice to use two sets 
of grooves, one set being formed near the upstream nose of the 
buttress, usually from 2 or 6 feet upstream from the set used 
for the main service gates. This upper set is used for flash- 
board closure in case of emergency and need not be lined with 
metal. The flashboards can also be used to form a skimming 
wall during the period of flood flow when much silt is carried, in 
which case the grooves should be at least from 4 to 6 feet above 
the lower set. The upstream edge of the buttress is usually 
either a rounded or a pointed nose formed by t^o arcs, each 
described with a radius equal to the thickness of the pier. 

The overturning moment produced by the water pressure on 
the upstream face of the structure, in the case of concrete but¬ 
tresses of the gravity type, is balanced by the weight of the 
structure, but in the lighter form of construction, with reinforced 
concrete buttresses, wooden or steel frames, the weight will not 
usually be sufficient to balance this overturning moment* 
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When the floor is on solid rock, the balance of the overturning 
moment, transferred by proper anchorage and connection to the 
floor, may be partly overcome by securing a good bond between 
the floor and foundation. For a concrete floor the adhesion 
between the concrete and the rock will have considerable re¬ 
sistance. For a wooden floor the bond is obtained by means of 
drift anchor bolts extending in the rock (Fig. 53). When the 
resisting moment obtained by these means is not sufficient, or 
when the floor is built on a loose foundation to which it cannot 
be secured, the weight of the floor must be suflScient to resist 
the overturning moment produced by this pressure on the 
gates in addition to that produced by the hydrostatic uplift. 
The floor may be extended upstream from the gates a distance 
which will produce an additional resisting moment due to the 
weight of the water on the upstream floor extension. On pervious 
foundations the hydrostatic uplift pressure on this floor extension 
will tend to neutralize the downward pressure. But with sheet 
piling or a cut-off wall along the upstream edge of the floor 
extension, the uplift pressure will be considerably less thaa the 
dbwnward water pressure. The length of this upstream floor 
extension is commonly ftiade from H to of the full depth of 
water on it (Figs. 49, 50, 51). 

(d) Panel Wall and Operating Platform .—The panel wall may 
be made of timber planks (Fig. 53), of steel (Fig, 50), or of rein¬ 
forced concrete (Figs. 49, 51). It is designed as a slab supported 
against the buttresses, frames or columns which divide the 
regulator channel into panels. In the overpour type of gate the 
panel wall is usually omitted and the closure made entirely 
with the gates, or the panel wall may extend only from the 
normal flood flow water level up to the maximum flood flow 
water level. 

The operating platform, usually 4 to 6 feet wide, is supported 
on the top of buttresses or frames and connects with the top 
of the panel wall. It is usually designed as a slab of reinforced 
concrete or wood, or as a series of small arches between the 
buttresses (Fig. 48). It often supports the gate stand and 
operating mechanism and must then be designed to resist not 
only the bending moment produced by the force required to 
open the gate, but also that produced by the force required to 
close the gate; with the usual type of gate these two forces will 
be about equal and the gate stands must be strongly anchored 
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to the operating platform to withstand the upward reaction on 
it when closing the gate. Unless provision is made in the 



design of the buttress and grooves for insertion and removal 
of the gates sideways, it is necessary to leave a narrow opening 
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or slot in the operating platform in line with and above the 
grooves through which the gates can be lowered in position. This 
is also necessary when the top of the gates must be raised above 



Fig* 64. —X^arge wooden gate for headgates and sluiceway of Rio Grande 

Project, N M 

the operating platform. With certain types of lifting devices 
it is nectary to build a framework or extend an operating wall 
above the operating platform to which the device can be fastened, 
(e) Gates .—^The gates may be classified according to the 
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material used in their construction, the form of the gate, and 
the method of operation. The materials commonly used are 
wood, steel and cast iron. The most common form of gate is 
square or rectangular. Small wooden gates where the pressure is 



Fio 55 —5 X ft steel gate for Fio 66 —48 X 48-in cast iron gate; 

the Central Oregon In^tion Co medium pressure pattern (C. D. 
Desrfiutes, Oregon. (C D Butchart Butohart Mfg. Co ,* Denver, Colo.) 
Co., Denver, Colo.) 

not large are made of one thickness of horizontal planks at least 2 
inches thick, nailed or bolted on the central axis of the gate to the 
v^rUcal gate stem and usually to two additional vertical pieces, 
one on each side near the ends of the planks. These vertical 
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pieces are either wood or steel angles. The edges of the planks 
sore planed to fit closely against each other, with in some cases 
battens on one side of the joints, or may be tongue-and-grooved, 
or grooved and joined with a spline, or shiplapped. Greater 
stiffness may be given to the gate by nailing the planks to 
additional diagonal pieces. Larger gates such as commonly 
used for canal headgates may be made of two thicknesses of 
planks; one with horizontal joints and the other with vertical 
joints and the side edges may be faced with metal to form a 
smooth bearing surface with the groove. The gate stem if of 
metal may be forked to run diagonally toward the lower corners 
of the gate (Fig. 54). Bolts are preferable to nails for all except 
very small gates. The thickness of the planks and the strength 
required must be proportioned according to the water pressure. 
Steel gates are made of sheet steel, usually reinforced with 
angles or other structural shapes (Fig. 55). Cast-iron gates 
consist of the cast-iron web with horizontal and vertical ribs 
(Fig. 56). The bearing surfaces on the side edges of large metal 
gates may be lined with bronze plates to give a smoother and 
better wearing bearing surface. 

Wood gates have the advantage of cheapness and ease of con¬ 
struction, but are not as durable and water-tight as steel or cast- 
iron gates; they are not commonly used in the construction of 
modern permanent headgate structures. Steel gates are usually 
cheaper than cast-iron gates; they are best adapted to large gates 
of special design, but when not operated at frequent intervals 
are liable to cause trouble by rusting in the grooves. Cast-iron 
gates are more durable than steel gates and have probably been 
more commonly used on the majority of modern head work 
structures. Cast-iron and sheet-metal gates specially designed 
for use in irfigation work are now made by a number of reliable 
manufacturers in the Western States. 

The rectangular or square straight lift gate, above described, 
is the type most commonly used; other types used in practice 
are the horizontal dashboard and the Taintor or radial gate. 
Flashboards are planks 6 to 8 inches wide and of thickness 
sufficient to resist the water pressure. They aj'e placed hori¬ 
zontally in the grooves, one at a time, and removed by means of 
hooks. When the depth of water exceeds 4 to 6 feet, they are in¬ 
convenient to handle and allow considerable leakage. For 
these reasons they are not satisfactory for use in important 
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headgate structures, although they have a very good advantage in 
that they are the most simple type of overpour gate. Flashboards 
are extensively used for the structures of the distribution system. 
Taintor gates consist of a cylindrical surface or shell revolving 



Fia. 57.—Ten-foot radial gate for canal headworks. Upper Salmon Falls 
, Power Plant, Idaho. ' 

around a horizontal shaft or pins to which it is connected by means 
of braces and radial arms (Fig. 67). The curved surface may be 
made of wood staves, of reinforced concrete, or of ste^; the 
fytmework is made of wood or of structural i^apes.' The up» 
10 
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stream face is convex to the water surface and the water pressure 
is transmitted through the framework to the pivoting shaft or 
axles. Water-tightness along the sides, between the side ends of 
the gate and the adjacent faces of the buttresses, can be prac¬ 
tically obtained with rubber belting or similar staunching ma¬ 
terial, secured along one edge to the side ends of the gate and 
bent upstream to bear against the face of buttress. Water¬ 
tightness along the bottom is often secured by shaping the lower 
edge of the gate to bear on a wooden sill in the floor. When the 
upper edge of the gate does not extend above the upstream high- 
water level, then the opening above must be closed by a panel 
wall (Fig. 57). It has been found difficult in practice to obtain 
water-tightness along the j oint between the panel wall and the gate, 
and serious trouble has occurred in some eases by drift material 
wedging itself between the lower edge of the panel wall and the 
face of the gate. 

Since the face of the gate is cylindrical and the bearing axle 
is on the central axis of the cylinder, the line of the resultant 
water pressure, for any stage of the water level, passes through 
the axle and produces no tendency for the gate to revolve either 
clockwise or counterclockwise. The only forces to be overcome 
to lift the gate are the weight, the friction on the pivoting axle, 
and the small frictional force produced by the pressure of the 
rubber belting secured to the side ends of the gate on the faces 
of the buttresses. There is no uniform practice regarding the 
proportions of the gate; the average of several examples gives 
a radius of gate equal to about 1 to 1.5 times the height of the 
gate; the bearing points may be on a continuous shaft, in which 
case the shaft must be placed above the full supply water level 
in the canal in order not to catch floating material, or the bearings 
may be on short axles or pins firmly embedded in the buttresses. 
The main advantage of this type of gate is that it requires a 
small lifting force, which permits its use for wide openings. On 
account of the difficulties stated above, this type of gate has 
been used in only a few cases in headgate structures where a 
panel wall closes the opening above the upper edge of the gate. 
The gate is well adapted for use in escape or wasteway structures, 
in sandbox structures, and for the headgates to main laterals. 
The gate is not well adapted for structures where it is desired 
to skim ike surface water, or for eheckgates. An overpow 
gate will give closer regulation of the canal flow, unless it be 
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counterbalanced and operated automatically by floats, as is 
successfully done on a number of projects in California. 




Fia. 58.—segmental radial gate. (AmbUisen Co., New Yoifc.) 

In order to obtain the advantages of an overpour type of gate, 
agpedally the dimming affect, a segipental radial gate haa beeh 
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devised by Newton L. Hall of Denver, Colorado. This gate 
maintains the general form of the Taintor radial gate, and 
differs only in that the face is divided into horizontal segments, 
each connected by radial arms to independent bearings (Fig. 68). 

GATE-LIFTING DEVICES 

The operation of a gate requires the application of a force 
which will overcome the weight of the gate and frictional resis¬ 
tance produced by the pressure on the gates. In the usual type 
of gate the opening force and the closing force will be nearly the 
same; the difference is only the weight of the gate. Except with 
certain types of gate, such as Stoney roller-bearing gates and 
Taintor gates, the weight will not be sufficient to overcome the 
frictional resistance. The gate-lifting device must usually be 
designed and secured to the operating platform or gate structure 
to exert a closing force as well as an opening force. 

The starting force is dependent on the coefficient of static fric¬ 
tion on the gate bearings. The coefficient of kinetic friction is 
less and decreases with an increase in speed of operation. The 
only measurements of the’coefficient of static friction for canal 
head-gates known to the writer is a single set of measurements 
made by A. L. Harris on the Salt River project, Arizona. The 
gate was 6X7 feet, of cast iron with machined bronze bearing 
strips. The head of water on the center of the pressure area 
was 6 feet. The coefficient of starting friction after the gate had 
been closed for several weeks was 0.626. 

The coefficients of static friction commonly given in text-books 
are the following, compiled by Rankine: 

Coefficients of Static Friction 

Timber on stone. about 0.4 

Iron on stone.0.7 to 0.3 

Timber on timber. 0 5 to 0.2 

Metals on metals. 0.25 to 0.15 

Timber on metals... 0.6 to 0.2 

That these values must be applied with caution to obtain 
starting gate friction is indicated by the measurements stated 
above. The high coefficient of friction obtained by Mr. Harris 
ivas probably due to the turbid condition of the water; while this 
condition was more serious than on most streams, nevertheless 
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the value obtained should carry considerable weight in selecting 
coefficients of friction greater than those given in the above table. 

The gate-lifting devices may be classified according to the 
principle on which their action depends. They are included in 
four general classes of machine: (1) the lever; (2) the inclined 
plane; (3) the cord or pulley; (4) a combination of two or more 
of the above classes of machine. Only the simpler types of 
devices, operated by hand, will be considered; these include the 
following: 

I. Lever class: 

Simple lever. 

Rack and pinion with operating arm. 

Rack and pinion with multiple gears and operating arm. 

Wheel and axle or windlass hoist. 

II. Inclined plane class: 

Threaded or screw gate stem and operating wheel. 

Threaded gate stem, main geared wheel with worm and 
operating arm. 

III. Pulley class: 

Simple pulley. 

Multiple pulley. 

Differential pulley. 

IV. Combined class: 

Screw stem, main bevel-geared wheel, and bevel-geared 
pinion, with operating arm. 

The majority of these devices can be obtained from manu¬ 
facturers who make a specialty of the construction of gates and 
gate lifts for irrigation structures. 

The discussion of these devices, presented below, is therefore 
confined to a brief description of their fundamental parts, of 
their efficiency, and of the relation of the operating force to the 
lifting force required. The detailed design of these devices in¬ 
volves the principles of machine design, for which the reader if 
interested is referred to standard books on this subject. 

The efficiency of these devices requires a consideration of the 
efficiencies of the component parts, for which only meager data 
are available. This is especially due to the fact that the data are 
Urgely obtained from machines of higher grade used for different 
purposes and under more favorable conditions; for this reason 
the efficiencies selected are lower than the values commonly used 
in machine 
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The relation between the operating force and the lifting force 
is obtained from the work equation, in which the work corre¬ 
sponding to the operating force, multiplied by the efficiency, is 
equal to the work performed by the lifting force. 


I. LEVER CLASS OF GATE-LIFTING DEVICE 


The simple lever is used for smaller structures where a large 
mechanical advantage is not required. Two fulcrums are 
usually necessary, one for closing the gate and the other to open 
it. The fulcrums are usually made of a metal plate or bar 
bolted to a horizontal beam, placed near the gate stem, and 
supported about 3 feet above the operating floor. For a wooden 
structure this beam is usually supported on the top of the vertical 
posts, which form the bearing supports and the grooves of the 
gates. The action of the lever produces a tendency for the gate 
stem to bend away from the fulcrum; this can be prevented by 
forming a simple roller support for the back of the stem. 

The relation between the operating force and the total pull 
exerted on the gate is expressed by the equation: 


F - 


Pr 

eR 


where F = the operating force. 

P = total pull exerted on the gate, 
r = small arm of lever. 

R = large arm or operating arm of lever. 
e «= efficiency (about 90 per cent.). 


Sack and Pinion (Fig. 59).—This device consists of a rack 
fastened to the gate stem, a geared pinion to transmit the force 
to the rack, and an operating wheel or arm rigidly connected to 
the same axle as the pinion. Using the same notation as above 
and the additional notation stated below, the work equation 
gives the following results: 


F = 


npP 

e2rrR 


orF 


?! 

eR 


where n » number of gear teeth in pinion. 

p » pitch of gear teeth on rack or pinion, 
r « diameter on pitch line of pinion. 

# ^ len^h of operating arm. 

e » efieiency of/gearing and bearing, 90 per cent* for 
cut teem and 85 per cent, for mA teeth* 
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This device has a comparatively high efficiency and is well 
adapted when a large mechanical advantage is not required. 

Rack and Pinion with Multiple Gears (Fig. 60).—This consists 
of the rack and pinion with additional gears to give greater 
mechanical efficiency. For a triple spur-geared device the re¬ 
lation between the operating force and the total pull is as follows: 


F = 


Prri 

e^Ri 


where r « radius of pinion fixed on the same axle as the operat¬ 
ing arm. 

ri = radius of pinion acting on rack. 

R = length of operating arm. 

Ri = radius of main geared wheel. 
e « efficiency of gearing and bearing, 90 per cent, for 
cut teeth and 85 per cent, for cast teeth. 

For alfive-spur gear device (Fig. 60) the equation would be: 


Prrir2 

e^RRiRz 


In the place of spur ge4r, bevel gears may be used. 

Wheel and Axle, Windlass or Hoist—A simple windlass 
consists of an axle to which the gate is connected by means of 
chains or ropes and of an operating wheel or arm, fixed to one 
end of the axle. Where greater mechanical advantage is re¬ 
quired, the windlass is operated through a system of spur gears 
and is commonly known as a hoist (Fig. 61). It may be either 
stationary or placed on a traveller. When stationary, the axle is 
placed in line with the gate stems and may be used to operate the 
gates singly or in combination. The axle is usually placed at a 
height of about 3 feet above the operating platform. A very 
rimple and cheap device for small gates may be made of common 
water pipe. This is formed of two or more pipe posts, with the 
lower end fastened to the operating platform or buttress walls 
And the upper threaded ends, extending about 3 feet above the 
platform floor, with tees screwed on to these upper ends to form 
the bearings for the axle, made of snaaller size pipe, joined at one 
end by means of an elbow to the operating arm. 

^he relation between the operating force and the total lijFting 
fofee is expressed by the same equations as for rack and innion 
devices. 
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This type of device can only exert an upward pull and cannot be 
used where a downward force on the gate must be applied to shut 
the gate. Its use is practically limited to Tamtor gates and roller¬ 
bearing gates of the Stoney type. 



Fig 61 —Windlass hoist (C D Butchart Mfg Co , Denver, Colo.) 


n. mCLIKED PLANE CLASS OF GATE-LIFTING DEVICE 

Threaded Gate Stem and Operating Wheel.—This is the 
simplest device of this class. The lower end of the stem is usually 
fixed to the gate and the upper end is threaded and extends 
through the operating wheel (Fig. 62). The operating wheel and 
its bearing is either supported on a beam or bracket above the 
gates, or is carried on an operating stand (Fig. 63). The wheel 
and bearing must be held down to exert a down^rard force an 
well as an upward pull. 

To decrease the bearing friction, the bearing surfaces arl^ 
usually made of special metal. Edit this a flanged nut of phca^dior 
bronse with threads to match the threads <A the gate stem in 
inserted in the center of ibe operatiikg wheel and to it.> 
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In the simpler type the flange of the nut bears on a brass seat, 
and a brass cover plate is placed over the flange and bolted to the 
support to hold the wheel down and form the seat for the flange 
when exerting a downward force on the gate. To further de¬ 



crease the friction, ball bearings are generally used for larger 
gatos. 

The gate stem mny be made of a solid Ateel axle or of heavy 
iflpp. It must be designed not only for tension but for torston 
and compression. The minimum diameter used in practice is 
olbout 1 in(di. The number of tlureads per itMsh is generally three 
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to four. Square threads are more efficient and are generally 
used. The work equation gives the following results: 


F 


pP 

e2wR 


where p = pitch of threads. 

R = radius of operating wheel. 

e = efficiency of the screw and seat, about 15 per cent, 
with square threads and 10 per cent, for V-threads. 


As compared with the simple rack and pinion device, a large 
mechanical advantage is obtained; consequently it requires a 
comparatively small operating 
force, but on account of the low 
efficiency requires more work. 

Threaded Gate Stem, Main 
Geared Wheel, and Worm (Fig 
64).—This device is used where 
a more powerful machine is 
wanted. It consists of the gate 
stem, the main geared worm 
wheel which has the same rela¬ 
tion to the gate stem as the oper¬ 
ating wheel described above, the 
worm or endless screw which 
acts on the worm threads of the 
wheel, and an operating arm con¬ 
nected to the worm. The parts 
are assembled on a cast-iron 
stand, which is bolted to the 
operating platform or gate struc¬ 
ture. One revolution of the op¬ 
erating arm gives a revolution 
to the worm which moves the main geared wheel a distance equal 
to the pitch of the threads of the worm; thus a very large me¬ 
chanical advantage is obtained. The relation between the oper¬ 
ating force and the total pull on the gate is giyen by the fol¬ 
lowing equation: 

p ^ PPPy 

where p pitch of threads of gate stem. 

Pi «« pitch of threads m worn or on wheel* 



Fio, 64.—Threaded gate stem, 
mam geared wheel and worm liftmg 
device, (p D. Butchart Mfg Co , 
Denver, Colo.) 
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R » radius or length of operating arm, 

i 2 i» radius of pitch line on main geared wheel. 

Cl =* efficiency of worm and bearings, about 40 per cent. 
62 efficiency of screw stem; with square threads about 
15 per cent. 

The efficiency selected is considerably lower than that which 
may be obtained in the better class of machinery. Efficiency 
measurements of worm transmission show that in high-grade 
machines, properly designed, with the worm gearing immersed 
in oil, the efficiency may be as high as 90 to 95 per cent. These 
conditions are, however, not obtained in gate-lifting machines. 

On account of the low efficiency usually obtained, this device 
is not as well adapted for rapid operation as other devices giving 
the same mechanical advantage with a greater efficiency. 

III. PULLEY CLASS OF GATE-LIFTING DEVICE 

A simple pulley lifting device would consist of a block fixed to 
an overhead operating frame and of a second block fixed to the 
gate and connected with ropes or chains to the upper block 
The blocks may have single sheaves or multiple sheaves which 
revolve independently. When the rope is fixed at one end to 
the upper block and passes in turn first from a sheave of the lower 
block to a sheave of the upper block and ends by passing over 
the last sheave of the upper block, then the relation between the 
downward operating force and the total pull exerted is obtained 
by the equation: 

F_^ 

e X 2n 

where n — number of sheaves in each block. 

e ~ efficiency, ranging from about 90 per cent, for two 
sheaves to per cent, for four sheaves. 

A differential pulley device consists of an upper block made of 
^wo sheaves of different radii, fixed rigidly to each other and on 
the same axis, to rotate as one piece, and of a lower single sheave 
block whose radius wiU be a mean of the radii of the upper pulley. 
The rims of the pulleys are shaped to hold an endless chain, which 
passes over the three sheaves. The relation of the operating' 
force to the toted pull is: 

F « 


- 1 ) 
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where B ^ radius of large sheave of upper pulley, 
r = radius of smaller sheave of upper pulley. 
e = efficiency, about 30 per cent. 

The simple pulley type gives a comparatively small mechanical 
advantage. Both types exert a pull in only one direction, and are 
seldom used as gate-lifting devices. 

IV. COMBINED CLASS OF GATE-LIFTING DEVICE 

The device of this type most commonly used combines the screw 
of the inclined plane class with bevel gears of the lever class, Pig. 



Fig. 155.—Bevel gear lifting device. (C. D, Butchart Mfg. Co., 
Denver, Colo.) 

66 . The device consists of the gate stem, a horizontal main bevel- 
geared wheel, a vertical bevel-geared pinion and the operating arm. 
The parts are assembled on a cast-iron operating stand. The 
work equatibn gives the following relation between the operatiug 
force and the total pull or force exerted: * ^ 

pPv 

where p ** pitch of threads on gate stem, 
r radius of pitch line of pinion. 
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R « radius or length of operating arm. 

Ri « radius of pitch line of main bevel-geared wheel. ' 
ex =* efficiency of bevel gear transmission and bearing; 

85 per cent, for cast teeth; 90 per cent, for cut teeth. 
62 = efficiency of screw and bearing; 15 per cent, for 
square threads. 

Comparison of Lifting Devices and Allowable Working Oper¬ 
ating Force, —The selection of the type of lifting device will de¬ 
pend to a considerable extent on the mechanical advantage re¬ 
quired to produce a sufficiently low operating force. This force, 
for single man operation, will be about 40 pounds, and the rate 
at which it can be applied is 150 feet per minute. When equaj 
mechanical advantage is obtainable, devices of the lever type, 
such as the simple rack and pinion or the rack and pinion com¬ 
bined with spur or bevel gearing, are preferable to devices of the 
inclined plane or screw lift type on account of their higher effi¬ 
ciency, which reduces the amount of work to be done. When 
the lifting mechanism is operated by power, such as by an elec¬ 
tric motor or gas engine, or when a large mechanical advantage is 
required, the screw lift, ^combined if necessary with worm-gear 
transmission, may be the best type to use. Other important 
considerations are the rapidity of operation, the frequency of use 
and cost. 
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CHAPTER IV 


CANAL SPILLWAYS, ESCAPES AND WASTEWAYS 

Spillways and escapes are generally included in the class of 
structures termed wasteways. They are both used for the pro¬ 
tection of the canal system, and are sometimes combined in one 
structure; for these reasons the terms are often used indiscrim¬ 
inately. On account of their method of operation and their 
action, they more properly belong to two different classes of 
structures. 

A spillway structure acts or operates automatically and is used 
to prevent a rise in the canal water level above the normal full 
supply water level, which if not prevented would threaten the 
safety of the banks or cause damage by overtopping the banks. 
This condition may be obtained through various causes: 

First —By an excess of water entering the canal through the 
canal headgates. 

Second .—By surface run-off or drainage water from higher lands 
collecting into the canal system. 

Third .—By an excess flow produced by the closure of lateral 
headgates above. 

Fourth .—By an obstruction in the canal, formed either by some 
material or body falling in the canal or by closing checkgates 
farther down in the canal. 

An escape structure (Plate VIII, Figs. A, B) is generally used 
for two main purposes: 

First —For the protection of the canal or canal system below 
it in case of an emergency, by being able to divert the canal 
water out of the canal and prevent it from continuing down¬ 
stream, and thus minimize the damage resulting from either a 
break in the canal, or by the washing out or failure of a structure; 
or to save a canal section or structure which shows sign of 
weakness. ^ 

iSceond.—For the scouring out of silt deposited in the canal 
section above it, in which case it may be more properly called 
a scouring escape, and may be combined with a sandgate 
structure. 
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The distinction between the two classes of structures is not 
always as marked as stated above. A spillway structure may be 
combined with a checkgate structure below it, to act also as an 
escape, in which case its capacity must be equal to the full canal 
capacity. On the other hand, an escape may be used to dispose 
of excess water, for which purpose it may be desirable to make 
the spillway action automatic, by using either dashboards or 
other type of overpour gate or by the use of an overpour crest 
or automatic self-regulating gates. Both classes of structure 
usually require a waste channel from the canal to the point of 
discharge into a natural drainage channel. The waste channel 
must usually run down a steep grade and will be either a canal 
with a series of drops to take up the excess fall or a chute. 

Effect of Diversion of Canal Flow over Spillway or Through 
Escape on the Velocity and Water Depth in the Canal.— 
spillway is usually designed to discharge the surplus water 
entering the canal, in excess of its normal or desired capacity. 
An escape is usually designed to discharge the full canal flow. 

In many cases a checkgate structure or other means of canal 
closure is placed a short distance downstream from the spillway 
or escape structure. The necessity for this will depend on the 
conditions and the design. 

The effect of diversion of canal flow will be considered for 
the case where there is no such regulation in the canal flow or no 
obstruction by a structure downstream from the spillway or 
escape. The removal of either a part flow or the entire flow of 
the canal will produce the same effect. In both cases it results 
in a decrease in the depth of water in the canal section up¬ 
stream from structure with a corresponding accelerated flow 
toward the spillway or escape. In the case of a spillway the 
canal water depth decreases from the larger depth corresponding 
to the surplus flow capacity of the canal to the smaller depth 
corr^ponding to the capacity of the canal section below the 
spiQway. In the case of an escape, the minimum depth of 
water at the structure will be determined from the design of the 
escape structme, as is explained farther. The drop in the 
water surface from the larger depth to the smaller depth pro¬ 
duces a hydraulic water-surface gradient, steeper than the canal 
grade, which results in a drop down curve whose slope gradually 
increases to Us maximum value at the spillway or escape. There 
is no sudden fall in the water surface; instead the decrease in 



Plate VUI. 







Fig a —Escape radial gates on mam canal of Twin Falls. North Side 
Irrigation System, Idaho 








fta. mape gates as whei^ open, t^veiaion (|am oi^ 
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Fig. C—Downstream side of spillway with wooden discharge duct Siphonic 
spillway of Tennessee Power Co., Tenn. (Eng. Rec , May 16, 1914) 
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Fig. B.—^Uplitream view of si^^otiic spillway, showing^ soreep^ openings. 
SSphonie «^way of Tennessee Power Co., Tenn. (Mng. Rec., M(ny 1% 1914.) 
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water depth is gradual, beginning from a point usually several 
thousand feet upstream from the point of diversion. The 
relation between distance and drop down in the curve has been 
expressed by a number of formulas given in text-books on hy¬ 
draulics, but they are based on certain assumptions which 
make the results obtained of very little value when applied to 
trapezoidal canals. A more accurate method is to consider the 
length of the canal in which the drop down occurs as subdivided 
into a number of sections, and for each section beginning at the 
smaller depth compute the rise in the water curve. These 
computations are made by selecting a length of section so that 
the drop in the water-surface curve, as represented by the 
difference in depth of the water at the two ends of the section, is 
equal to the velocity head (Z^) required to accelerate the velocity, 
plus the excess friction loss in head or fall (hj) obtained from 
the difference between the gradient corresponding to the average 
accelerated velocity in the section and the smaller grade of the 
canal bed. The following example will illustrate the above 
discussion: 


Surface Curve Produced by a Spillway Discharge op 150 Second- 
feet TAKEN FROM A GrOSS CaNAL CAPACITY OF 450 SbCOND-FBBT 
(Dimensions of canal given in accompanying description) 


(1) 

Depth 

of 

water 

in 

oanal 
in feet 

(2) 

Velocity 
corre¬ 
sponding 
to depth, 
feet per 
second 

(3) 

Hydraulic 
radius 
corre¬ 
sponding 
to depth, 
feet 

i 

(4) 

Hydraulic 
gradient 
corre¬ 
sponding 
to mean 
velocity 
and meani 
hydraulic 
radius of 
section 

(5) 

Grade 
of canal 
bed 

(6) 

Veloc¬ 
ity 
head 
to pro¬ 
duce 
change 
in ve¬ 
locity 

(7) 

Excess 
friction 
loss in sec¬ 
tion 
in feet 

(8) 

Length of 
section 
between 
depths 
given in 
(1) in feet 

Distance 
upstream 
from 
spillway 
to depth 
given in 
(1) in feet 

6.00 

4.500 

3 4315 






0 


6.666823 

6!oo640 

0.036 

0.2U 



6.25 

4.233 

3.561 










0.000706 

0.00040 

0.031 

0.219 

716 


6.50 

3.991 

3.690 






1,220 




0.000592 

0.00040 

0.026 

0.224 

1»165 


5.76 

3,771 

3.817 






2,385 




0.000506 

0 00040 

0.023 

0.227 

2,140 


6.00 

3.671 

3.941 






4,525 




0.000453 

0.00040 

1 0.008 

0.092 

1,736 


6.10 

3.496 

3.991 



1 



6,260 




0.000422 

0 00040 

I 0.011 

0.139 

6,300 


6.25 

3.3$S 

4.064 






12,560 








Assume a canal, designed for a full supply capacity of 300 
second-feet, with the following dimensions: Velocity, 3 feet per 
second; bottom width, 15 feet; depth of water, 6 feet; si^te slopes, 
1 to 1, n 0.0225; grade, 4 feet in 10,000 feet. Assume tliat the 
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excess water which enters the canal is 50 per cent, of its normal 
full supply capacity; with this excess the maximum flow in the 
canal is 450 second-feet, which gives a corresponding velocity in 
the canal of 3.38 feet per second and a depth of water of 6.25 
feet. Assume that the spillway removes the excess flow of 150 
second-feet, reducing the depth of water at the spillway to 5 feet, 
and producing a corresponding velocity just above the spillway 
of 4.50 feet per second. The results of the computations for 
the surface curve are given in the foregoing table. 


CANAL SPILLWAYS 

Necessity.—Canal spillways are not extensively used. On 
many irrigation projects either none are provided, or their use 
may be limited to a single one located a short distance below 
the main diversion canal headgates to relieve the canal of an 
excess supply delivered through the headgates. The necessity 
for them will depend on the existence of those conditions which 
are liable to produce an excess in flow. 

A spillway is desirable or necessary: 

First —^A short distance below the headgates, where the 
stream flow is subject to sudden fluctuations, or to daily fluctua¬ 
tions which will increase the amount of water discharged into 
the canal. This may be obtained on streams where other upper 
diversions are made, or where the diversion is made on a snowfed 
stream whose flow varies with the daily temperatures. 

Second ,—Where melting snows or rains occur during the 
irrigation season to a suflicient extent to produce a surface 
run-off from higher lands into the canal. This climatic condi¬ 
tion is not often obtained and the necessity for spillways will be 
obviated if the drainage or run-off water collects into drainage 
channels which discharge either under or over the canal. 

Third ,—When changes in the regulation of the flow in certain 
parts of the system are made without making the required corre¬ 
sponding adjustments in other parts of the system. For in¬ 
stance, when there is a sudden decrease in demand for irriga¬ 
tion water, caused by summer rains or by the weather becoming 
istiddenly cool, it may be desirable to close lateral headgates be¬ 
fore the flow can be diminished by regulation at the head to the 
canal system. This is especially true where the point of regular 
tion is so far away that the effect of the regulation is not felt 
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in the lower part of the system for several hours or as much as 
2 or 3 days afterward. With a proper system of operation 
and with the laterals of the system continued to discharge at 
their lower ends into a waste channel, the excess water can be 
carried to the lower end of the laterals and there will be little 
need for spillways. It may, however, be desirable to have a 
spillway or coml)ined spillway and wasteway at the lower end 
of the diversion line where the distribution system begins, and 
on large systems additional ones may be desirable at points 
where the system separates into main divisions. 

Fourth .—A short distance upstream from specially dangerous 
points, such as may be obtained on diversion canals constructed 
on steep side hill, where the uphill material is likely to fall in the 
canal and partly or entirely obstruct the channel. 

The necessity and location of spillways will be determined from 
the above considerations and also from a study of the damages 
which would result from an overflow of the canal banks. Where 
the canal is on a side hill and the canal bank made of loose 
material, the damages produced by an overflow would be far 
more serious than for a canal built in comparatively level country 
with the cross section largely in cut. The location of the 
spillways will also depend on the availability of a natural channel. 
It must be near such a channel in order that the length and cost 
of the spillway channel be not excessive. These conditions of 
location will also usually apply to the location of escapes, and 
as stated above a spillway will often be constructed with the 
escape structure, or the escape structure, although not automatic 
in action, may be used to dispose of the excess water. 

Capacity of Spillway.—The required capacity of the spillway 
depends on the source of the excess water and will be determined 
from: 

First .—An estimate of the possible raise in the water level of 
the river, and the determination of the corresponding excess 
flow through the headgates produced by this raise. 

Second .—^An estimate of the surface run-off, due to rainfall or 
melting snows, from lands higher than the canal, occurring during 
the irrigation season and draining into the canal; considering 
also the advantages of carrying such water wherever it can be 
collected, either under, over, or through the canal. 

Third .—Estimates of the excess flow in the canal 4ue to the 



164 


IRRIGATION STRUCTURES 


closure of certain lateral headgates above the location of the 
proposed spillway. 

Fourth .—^Assumptions of the extent of obstructions caused by 
material falling in the canal and the determination of the result¬ 
ing rise in the water level. In the case of complete obstruction 
the capacity of the spillway must be equal to the capacity of 
the canal. 

Unless the flow down the canal is checked by an obstruction, 
a checkgate, or other means placed within a short distance 
downstream from the spillway, there is no advantage in making 
the spillway capacity larger than the maximum volume of surplus 
water which can be carried to it in the canal without overflowing 
the canal banks. This maximum capacity of the spillway is the 
difference between the normal full supply carrying capacity of the 
canal and its larger carrying capacity obtained when the water 
level of the canal raises to the absolute minimum depth below 
the crown of the bank, which, in the case of an emergency, may be 
taken with the water level nearly up to the crown of the bank. 
If this maximum surplus capacity of the canal is not sufficient, 
it will be necessaiy to incioasc the canal freeboard. The accurate 
determination of the absolute maximum carrying capacity of 
the canal requires a consideration of the drawn down curve, 
produced in the surface of the water by the volume taken out 
through the spillway. 

With the flow in the canal held back or dammed up by an 
obstruction or a checkgate, placed a short distance downstream 
from the spillway, the entire canal supply may be diverted to 
pass through the spillway, in which case the spillway capacity 
must be equal to the full canal capacity. 

Types of Spillways.—The common types of spillways are: 

First .—The overflow spillway. 

Second .—The siphon spillway. 

Third .—The automatic gate spillway. 

Overflow Spillway.—An overflow spillway consists of: 

First .—An overpour bank or wall, formed by a section of canal 
bank, or the side of a flume, or a length of retaining wall, where 
the crown or overpour crest, if stationary, is made level with the 
normal water level in the canal. 

5ec(md(.~A receiving baiain in which the overpour water is 
eoUeeted* 

Third.—A waste ehannel leading from the s^way raoeiving 
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basin to a point of discharge^ usually in a natural drainage 
channel. 

Action of Overflow Spillway.—When the flow over the spillway 
is not controlled by a checkgate at or a short distance below 
the downstream end of the spillway, or by similar means of regula¬ 
tion, then the spillway will not dispose of the entire excess water 
in the canal, but will produce only partial relief. In order to 
completely dispose of the excess water, the depth of overflow 
must be practically zero at the downstream end of the spillway, 
but as the rate inclination of the drop down surface curve toward 
this point is very gradual, the required overpour discharge could 
only be obtained with a prohibitive length of spillway. This 
was well illustrated by the example previously given. A con¬ 
sideration of the results obtained show that for practical purposes 
the depth of water in the canal remains the same along the entire 
length of the crest of the spillway and is equal to the depth of 
water in the canal section which continues from the downstream 
end of the spillway. Therefore the length of spillway will be 
determined: 

First —By using for the depth of overpour sheet the maximum 
increase in depth, corresponding to the excess in flow, which can 
be safely allowed to continue down the canal beyond the down¬ 
stream end of the spillway. 

Second *—By making the carrying capacity of the spillway not 
equal to the entire surplus flow, but equal to the surplus flow 
minus the portion of the excess flow, which is allowed to go on 
down the canal. 

For instance, in the above example, let us assume that the 
depth of overpour is 4 inches; this makes the depth of water in 
the canal at the downstream end of the spillway 6 feet 4 inches, 
with a corresponding discharge capacity in the canal of 337 
second-feet. The surplus to be wasted over the spillway is then 
113 second-feet. Using Francis' formula for flow over a sharp 
crested weir, the required length of spillway crest is 176 feet. 

When the flow can be controlled by a checkgate placed at or a 
short distance below the spillway, then the maximum depth of 
overpour water on the crest of the spillway which may be ob¬ 
tain^ is determined by the freeboard provided in the canal, and 
the capacity of the spillway may be made large enough to dis¬ 
charge not only the surplus water in the canal, but also a |>art of 
or the entire normal flow of the canal. 



166 


IRRIGATION STRUCTURES 


In the above discussion, it has been assumed that the crest of 
the spillway is stationary, in which case the crest is placed at the 
normal water level of the canal. In many cases it may be desir- 
able to be able to lower the crest of the spillway or make it 
adjustable; in the simplest form this may be obtained by flash- 
board regulation. Automatic regulation is obtained with certain 
types of balanced gates, some of which are illustrated by examples 
described farther. 

Examples of Overflow Spillways.—Simple types are shown in 
Figs. 66 and 67. Fig. 66 is a spillway designed for the Sun 
River project, Montana. It consists of an overflow bank with 
a crest 100 feet long, placed at the normal full supply water 
level and of a short channel which discharges the overpour water 
in an adjacent slough. The overpour bank and the floor and 
sides of the upper part of the channel are lined with 4 inches of 
reinforced concrete with cut-off walls at the inlet and outlet ends 
and inlet side edges. The lower part of the channel is lined 
with paving. 

Fig. 67 is a standard spillway designed for the Lower Yellow¬ 
stone project, Montana. It consists as in the previous example 
of an overpour bank lOb feet long, an adjacent receiving basin 
parallel to the canal, extended as a waste ditch down to a point 
of discharge. The overpour bank, receiving basin and waste 
ditch are all lined with reinforced concrete 6 inches thick. 

A standard type of spillway designed by the technical section of 
the Reclamation Service is shown in Fig. 68. This structure 
differs from the preceding ones in that instead of the overpour 
bank an overpour reinforced concrete buttressed wall is placed 
in the canal bank. The crest of the wall is 2 feet below the top 
of the canal bank. The receiving basin connects with a concrete 
lined waste channel, which in any case would be designed accord¬ 
ing to the principles presented for chutes. 

A special type of spillway designed for a combined structure 
with a culvert, on the Belle Fourche project. South Dakota, is 
shown in Fig. 69. The overflow spillway is formed of a vertical 
well or shaft oval in cross section, extending from the roof of 
the culvert and placed in the canal cross section, toward one of 
the banks, with its crest at the full supply water level. At and 
below the connection of the shaft and culvert the cross section 
of the culvert is enlarged to carry the surplus water. This same 
tjrpe of construction was used on a project in British Columbia 
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for a spillway on a concrete lined canal; it was formed of a culvert 
pipe, placed under the floor of the canal, and of a number of 



vertical stand pipes connected at the bottom to the culvert pipe 
and placed in an enlarged section of the canal with their crest at 
full supply water level. ' 


Fig. ^.—Overflow spillway. Sun lUver Project, Mont. Fig. 67.— Overflow spillway. Lower Yellow¬ 

stone Proiect, Mont. 
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Other examples of overflow spillway structures are presented 
by combination structures used at crossings with natural drain¬ 
age channels (see Chapter V). 

Siphon Spillways.—Siphon overflow spillways have been used 
in Europe for many years on a number of power and irrigation 



Pig. 68.—Standard overflow spillway designed by U. S. Reclamation 

Service. 

eanals; most of them in Germmiy, Switzerland and Italy. Their 
use in this country is much more recent; some of the earliest 
examples are for a navigation canal, on the Champlain division 
'of the New York State Barge Canal in 191Q. Since then they 
have be^ used in the forebay of a hydroelectric plant of the 
t’wneseee Bower Co. (Fig. 72) add on the power cadml of ttw 
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Mount Whitney Power & Electric Co. in California, and more 
recently the U. S. Reclamation Service has used them for an in¬ 
stallation on the Orland project in California and for several 
installations on the Sun River project in Montana (Fig. 73). 
The structure is placed in the bank of the canal, with the throat 




Showtna Earthwork 

Fio. 69.—Combined overflow spiUw^ and culve'H^ Belle- Pqiurehe 

Project, 8. D. L ^ 

t 

of the siphon near the top of the bank; the leg extends on 
the canal side of the bank into the water and the long leg or 
discharge leg is carried down the other side of the bank. 

The siphon structure may consist of a single siphon unit or of 
a number of units. The siSse of each unit will depend on the feas¬ 
ibility of construction and on pomparative cost. 
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Hydraulic Computations and Sipbonic Action.—The flow 

through a siphon is produced by the difference in elevation be¬ 
tween the water surface at the inlet and either the water surface 
at the outlet, in the case of a submerged outlet, or the center of 
the outlet opening, in the case of free discharge; this difference 
in elevation is the operating head. 

The flow is essentially the same as that through a short tube 
or pipe, with various forms of inlets, with the added limitation 
that the velocity at the throat cannot exceed that resulting from 
a complete vacuum at this point. Two forms of siphon tubes 
may be considered: (a) with throat and outlet leg of equal cross 
sectional area, but not necessarily uniform shape; (&) with con¬ 
tracted throat area, expanding with a divergent outlet leg. 

(a) Computations for siphon tubOy with throat and outlet leg of 
equal cross sectional area, hut not necessarily uniform shape. 

Let: 


Hq = operating head. 

H = net effective velocity head. 

V 0 == velocity at entrance to siphon. 

V = velocity at throat and in outlet leg of siphon. 

C« =* coeflScient for entrance loss, usually less than 0.50, 
and applied to the entrance velocity (Fe). 

Ci ~ coefficient for loss in friction in inlet leg, including 
also loss due to contraction in cross-sectional area. 
With a properly designed inlet, tapering gradually 
to the smaller cross section at the throat, this loss 
would be very small. The coefficient is probably 
not greater than 0.10 and is applied to the throat 
velocity (F). 

Cb = coefficient for loss in bend which will decrease with 
an increase in the radius of curvature of the bend. 
With a radius of curvature equal to the height of 
the throat opening it will probably be not greater 
than 0.25, and is applied to the velocity at the throat 
(F). 

The friction loss in the outlet leg may be determined from 
Chezy^s formula, in which case, assuming the cross-sectional area 
of the outlet leg to remain constant and equal to the area at 

F* 

the throat, it is equal to h/ where I m length of outlet 
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leg, R the hydraulic radius, and C the coefficient obtained from 
Kutter’s formula. The net velocity head is then: 

Vi V i Vi ys Vi 

from which the value of V is obtained. 

The use of this formula requires the selection of certain values 
for the coefficients from hydraulic data, which is very meager; 
for this reason it may be more desirable to use the simpler formula: 

V = (V2ff'Fo or 0 = CAy/2gIh 

whore V = velocity throat and in outlet leg. 

Ho = operating head. 

A == cross-sectional area of throat and of outlet leg of 
siphon. 

C = coefficient of velocity or discharge, which a number 
of experiments indicate to be between about 0.60 to 
0.70. 

This formula may be applied to siphons of proportions similar to 
those for which the coefficients were obtained, which are described 
further. As previously stated, those formulas can only be applied 
up to a fixed maximum value for the velocity. The velocity at 
the throat or crest of the siphon cannot exceed that produced by 
a perfect vacuum, corrected by the proper allowance for frictional 
resistance in the siphon inlet. The theoretical pressure head 
corresponding to a perfect vacuum is 34 feet at sea level; it 
diminishes to about 32.8 at 1,000 feet elevation, 31.5 at 2,000 
feet elevation. In practice, on account of the air entrained in 
the water, the maximum suction lift is often taken as about 
28 feet; the correction to be applied to this for the frictional and 
entrance loss in the siphon inlet depends on the form of the inlet. 
Using the larger values suggested above for the coefficients of 
entrance loss, frictional loss and loss in bend, neglecting the small 
head of water on the center of the throat area and assuming the 

entrance area is 50 per cent, larger than the throat area, the total 

1 yt 

loss in head, including of the loss in the bend, is then 0.46—> 

which subtracted from a suction lift of 28 feet, gives a maximum 
throat velocity of 35 feet per second and a corresponding maxi¬ 
mum velocity head of 19 feet. In the same way, assuming an 
entrance area of twice the throat area, the maximum throat 
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velocity is 36.5 feet per second and the maximum velocity head 
is 20.7 feet. 

The above maximum throat velocity will only be obtained 
when the operating head is equal to or greater than the sum 
of the above maximum velocity head plus the total head loss 
by friction in the siphon. This frictional loss may be ob¬ 
tained separately, or the total operating head may be obtained 

1 

by the simple formula Ho = The value of Ho, corre¬ 

sponding to a maximum throat velocity of 35 feet per second for 
C « .60, is 53 feet, and for C = 0.70 is 39 feet. "WTien the oper¬ 
ating head is smaller than that required to obtain the maxi¬ 
mum vacuum throat velocity, then the throat velocity is that 
corresponding to the operating head. When the operating head 
is greater there will be acceleration in velocity in the lower part 
of the discharge leg. Where this condition exists, the cross 
section of the discharge leg must not be larger than the minimum 
cross section at the throat, and the cross section of that part of 
the leg below the point where acceleration begins must be con¬ 
tracted to conform with the increase in velocity. The point 
where acceleration beginfe will be at a vertical depth below the 
inlet water level equal to the operating head required to produce 
the maximum obtainable vacuum throat velocity. Acceleration 
will continue to the outlet or down to a point where the acceler¬ 
ated velocity produces a frictional resistance equal to the ac¬ 
celerating force. 

(5) Computations with contracted throat area, expanding with a 
divergent outlet leg. _ 

The formula of flow Q =» CAy/2glh may be used with A for 
the cross sectional area of either the throat or the outlet end of 
the divergent discharge leg, using in either case the proper coef¬ 
ficient of discharge, which may vary considerably with the form 
of the siphon and the angle or extent of divergence. 

The effect of a properly expanding outlet is to increase the 
coefficient of throat discharge, so that it may be considerably 
higher than unity. In siphon construction the extent of throat 
contraction is limited by a maximum throat velocity, equal to 
that produced by a perfect vacuum. Consequently when the 
Operating head is comparatively large, such that the outlet ve¬ 
locity approaches the maximum possible throat velocity, eitlier 
no oxpansioQ or only a small increase in cross sectional 
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should be made. With low operating heads the outlet velocity 
may be small and to facilitate construction it may be desirable 
to contract the throat area to such an extent that the throat 
velocity will approach the maximum velocity resulting from 
a vacuum. A properly shaped low head siphon with divergent 
outlet leg will probably give a coefficient of discharge for the 
outlet cross sectional area of 0.65 to 0.75 and for the throat 
area of 1.25 to 1.50. A study of the coefficient of discharges 
for compound divergent tubes as given in text-books on Hydrau¬ 
lics will be helpful in obtaining a proper design. 

Design of Siphon Parts.—The correct proportioning must be 
based on theoretical considerations, partly indicated above, and 
on the results obtained from a number of installations operating 
successfully. The overpour crest of the throat is placed on the 
same level as the desired normal water level in the canal. 

The shorter leg or inlet must be sealed by the water as soon 
as the canal water level rises above its normal height; this may 
be obtained in two ways: 

First —The inlet to the shorter leg extends only down to the 
normal water level, or a short distance (not over 2 or 3 inches) 
below the normal water level, so that a drop in the water level 
below the inlet edge will let air in the siphon and break its action. 

Second .—The inlet leg is extended well below the water surface, 
and the crown of the siphon is connected with air channels whose 
inlets are at the normal water level in the canal. It is desirable 
to have the inlet to the siphon well submerged to prevent the 
entrance of floating material. 

The throat of the sil)hon is usually flattened to a wide 
cross section. This is desirable to facilitate the priming. 
To bring the siphon into action, the air inlet must be sealed and 
the water must rise to spill a small depth of water over the over¬ 
pour crest or floor of the throat. The air in the siphon is 
rarefied by the sheet of overpour water, which strikes the far 
side of the lower siphon leg and entrains air with it. A rise in 
the water level of 2 or 3 inches above the overpour crest is 
suflScient to bring the siphon into action very (fuickly. It is 
stated that with this rise large siphons on the Canal Milan, 
near Verona, Italy, having a cross-sectional area of 14 square 
feet and a working head of 20 feet, are brought into full activity 
in from 1 to 2 minutes. Tests made on the siphon spillway 
ol the Tennessee Power Co. showed the peri^ of priming 
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to be from 5 to 22 seconds, depending on the rapidity of raise 
of the water level and that the siphons would prime when the 
water surface rose slightly above the top edge of the air vents, 
or 3 inches above the overpour crest. 

To break the siphonie action quickly, a comparatively large 
air inlet area is necessary. To provide for this and also 
for a quick seal, the air inlet will be long narrow openings with 
a sharp upper edge, or the inlet opening may face downward 
with the edges on a horizontal plane level with the desired 
water surface. 

The best practice, as indicated by experience in Europe, is to 
use easy curves to form the throat, to make the downstream leg 
not vertical but inclined in a direction away from the canal, to 
seal the outlet by submergence in water, and to make the upper 
edge of the outlet sharp. The inclination of the lower leg, the 
sharp upper edge of the outlet and the submerged outlet facilitate 
the escape of the air entrained by the water. The inclination 
causes the contained air to spread as a flattened layer against 
the roof of the lower leg, and in this position with a sharp outlet 
edge it is more easily rempved by the escaping water carrying off 
the lower part until it is all drawn out. The submerged outlet 
has not been always used, but it probably prevents the entrance 
of air from the outside. 

The great advantage of a siphon spillway over the ordinary 
overflow spillway is the close regulation produced by a siphon 
spillway not obtainable with an overflow spillway, unless the 
overflow crest is of such large length that its cost may be much 
higher than that of a siphon spillway. Topographic condi¬ 
tions will also determine the selection between the two types of 
spillways. 

Gibswil Siphon, Switzerland (Fig. 70).—This siphon, which is 
rather unusual in the form of the inlet, is made of 34-i»ch riv¬ 
eted steel pipe, tapering in diameter from 31.5 inches at the upper 
end to 23.6 inches at the outlet to prevent the water column 
from separating under the head of 52.48 feet. The inlet to the 
siphon is formed by the upper end of the pipe cut on a hori¬ 
zontal plane, covered by a reinforced concrete hood, with its 
lower edges extending 3.28 feet below the normal water surface. 
The air inlets oonsbt of long narrow slots in three sides of the 
hood, placed at normal water level. Measurements of the flow 
gave a disdharge of OS-9 second^eet, with some of the air open* 
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ings not fully closed; this gives a coefficient of discharge in the 
formula Q = CAy/2gH of 


0.57. With the air openings 
fully closed, the maximum 
assumed discharge was 123.6 
second-feet, giving a coeffi¬ 
cient of 0.70. 

Another type of siphon, 
built in Switzerland, is illus¬ 
trated by the Seon spillway 
siphon (Fig. 71). 

Siphonic Spillway of Ten¬ 
nessee Power Co. (Fig. 72 
and Plate VIII, Figs. C and 
D).—The spillway consists of 
eight siphon units; foui of 
them have operating head 
of 27.2 feet, and the other 
four 19.2 feet. In each unit 
the inlet is well submerged, 
with its upper edge 53'^ feet 
under the water surface. The 
inlet is 33 ^ feet high and 6 
feet wide, protected by %- 
inch vertical screen bars, 4 
inches center to center. The 
cross section tapers gradually 
to a height of 1 foot and a 
width of 8 feet at the throat. 
The vertical lower leg changes 
gradually from the throat 
cross section at its upper end 
to a width of 4 feet by a 2- 
foot height at the lower end, 
where it connects with the 
tapering enlarged outlet. 
The throat is protected by a 
casting. For each siphon, 
two air inlets, each 6 inches 



high by 18 inches wide, extend through the casting. The enh 


trance to the air inlets is protected with screen rods 
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4)^ inches apart. The upper edge of the openings is 3 inches 
above the overpour crest of the throat. The results of test give 
a coeflSicient of discharge, with the formula Q = CAy/2gH of 0.65. 

A siphon spillway of similar design on the Glens Falls Feeder, 
New York State Barge Canal, acting under a head of about 6.50 
feet, gave a coefficient of discharge of 0.62. 

Siphon Spillway on Sun River Project, Montana (Fig. 73).— 
On the Pishkun reservoir supply canal and on the Sun River 
Slope Canal four siphon spillways have been projected. The 
type used is the same, varying only in dimensions. The smaller 
consist of two siphon units, designed for a combined capacity of 
144 cubic feet per second, for an operating head measured from 



Fig. 72.—Cross-sectional elevation and plan of siphonic spillway for hydro¬ 
electric plant, Tennessee Power Co (Eng. Rec^j May 16, 1914 ) 


the canal water surface to the center of the cross section of the 
outlet culvert of about 10.5 feet. The inlet to each siphon is 
placed with the upper edge 18 inches below the normal water 
level; the cross.section is 3 feet square and tapers to a rectangular 
cross section at the throat, 3 feet wide and 2 feet high; the same 
rectangular cross section is used for the vertical downstream 
leg down to its lower end, where a sealing basin is formed with a 
tapering section which connects it with the outlet culvert. The 
air supply required to break the siphon action is obtained through 
a pipe system. The inlet to the pipe system is in the canal bank, 
20 feet from the side of the siphon; it consists of an elbow screwed 
to the end of a 64nch main wrought iron pipe and placed with the 
inlet facing down, at the normal water level. The inlet is 
enclosed in a small concrete box, the upstream face of which is 
opened and protected with ^-inch rods, 1 inch on centers. From 
this inlet box the main pipe extends along the downstream 
sidie of the Mphon, near its erert, and branches with two 44nch 
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wrought iron pipes which are connected to the crown of the 
throats of the two siphon units. 



The hydraulic computaiions used in' the desi^ are as follows: 
the cotubined capacity of 144 second-feet gives an entrance 
is. 


Fig. 73.—Siphon spillway. Sim River Project, Mont. 
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velocity of 8 feet per second; the entrance head is taken as of 
the velocity head, or 0.5 feet. This leaves about 9 feet net head 
for the flow through the siphon, which for an assumed discharge 
coefficient of 0.50 gives a velocity of 12.0 feet per second. The 
culvert grade is 1 foot per 100, obtained by Kutter's formula, 
with a value of n of 0.012. The assumed coefficient of discharge 
is low as compared with the values previously given; this is 
especially so, as in those computations a separate allowance has 
been made for the loss of head in entrance. 



Fig. 74.—Automatic spillway gate for Dodson North Canal. Milk River 

Project, Mont. 


Automatic Spillway Gates.—To maintain a constant water 
level in a canal, a number of ingenious types of automatic gates 
have been designed, which, when placed in a spillway structure 
or channel through the canal bank, will automatically open mid 
close for variations in the water level of the canal above or below 
the desired level. These gates have been used to a very limited 
extent on a few projects, and for most of them their practicability 
is not demonstrated. The features which are most difficult to 
overcome are the leakage around the sides of the gates when 
closed, the comparatively high cost, and the uncertamty of 
operation. 

The automatic spillway gate developed by I. B. Hosig and W. 
A. Perkins for use on canals of the Milk River project, Montana 
(Fig. 74) and tiie automatic gate used on a wasteway structure 
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of the Belle Fourche project, South Dakota fFig. 75), are ex¬ 
amples of some of the most promising types. 

The avJLomatic gate developed for the Milk River project (Fig. 74) 
consists of a rectangular gate supported on a curved or cylindrical 
horizontal surface, placed in such a position and of such radius 
that for variations in the water level above the desired water 
depth in the canal the gate in opening or closing revolves on a 
shifting axis, which maintains approximately the equality of 
moments of the water pressure above and below this point of 
support. The design is based on the following conditions of 
operations: 

First. —When closed the gate is placed on an inclination to the 
vertical equal to Bi and is supported at a point A (the lower 
bearing edge of the cylindrical surface) located at distance Si 
from the lower edge of the gate, and is just balanced for a depth 
of water in the canal of hi equal to full supply depth (^ 2 ) plus an 
excess usually equal to about 4 to 6 inches. The angle of inclina¬ 
tion 61 and the height hi are first selected and determine the 
length of the gate L -J- + su The position of the point A is 

then determined by obtaining si from the equation of equality of 
moments 



+ cos Bi 


ill - SiY 
2 


di 


2{li - SiY 
6 


cos 


which reduces to 


r 


COS 0i(5i3 + h^) = diQi^ — Si^) 


This equation is solved for Si by substituting the following values 
for di and h: 

di == Ai — Si cos Bi and Zi = L — 

Second. —When fully opened the gate obtains the inclination 
to the vertical equal to B^ and is supported at a point D (the 
upper bearing edge of the cylindrical surface) located at a dis¬ 
tance S2 from the lower edge of the gate, and is just balanced for 
a depth of water in the canal of h^ equal to the even full supply 
depth. The value of S2 is obtained from the equation of equality 
of moments in the same manner as for the gate closed^ using 
the quantities s^ dj U h% and B2 in the place of si di h hi and Bu 
The requirement that A and JB be on a curved surface deter^ 
inines the radius of the curve by the following relation between 
Si and Si . 
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When designed to meet the above requirements, the gate will 
start to open when the water level in the canal raises a certain 
selected height (A 2 — hi) above the desired normal water level 
and will start to close from a wide open position when the water 
level drops down to the normal water level. For intermediate 
positions of the gate, the cylindrical bearing surface fulfills the 
requirements only approximately, such that when the gate is 
partly open the balancing head is slightly greater than the open¬ 
ing head hu The balancing head for any intermediate position 
may be determined analytically by substituting special values 
in the equations given above. Computations made on the Milk 
River project to determine the intermediate balancing heads for 
several types of gates, between the following limiting values: 

hi between 4 and 6 feet. 

h 2 from 4 to 6 inches less than hi 

01 from 14° 02' * 1 slope) to 26° 34' • 1) 

$2 from 60° to 76° 47' 

indicate that the maximum balancing head occurs when the gate 
is about half open and that it is somewhat less than 1 inch greater 
than hi. For practical operation, the cylindrical bearing, al¬ 
though not the true shape to maintain an absolute constant 
water surface, is sufficiently accurate. 

A wooden experimental gate, although rather roughly con¬ 
structed, worked very successfully, maintaining a constant water 
level within 2 or 3 inches, for all positions of the gate. 

The equations presented above do not consider the weight of 
the gate and the counterweight at the bottom of the gate, provided 
to hold the gate closed with the canal empty. In the final design 
the equation for equality of moments must be modified by enter¬ 
ing the moment due to the counterweight (divided by 62.5) 
and the difference between the moments due to the weight of 
the gate above and below the pivot point (divided by 62.5). 

The approved design of gates for a number of structures on 
the Podson North Canal of the Milk River project is indicated 
fey the crossHsectional view in Hg. 74. The spillway structures 
are to be buHt in widths that are multipleBof 5 feet; and for each 



CANAL SPILLWAYS 


181 


structure the gate is formed of gate units 6 feet wide, bolted 
together. A combined spillway and escape structure equipped 
with these gates is shown in Fig. 77. One of the difficulties in 
the installation of the gates is the prevention of excessive leakage 
around the sides. The operation of these gates requires that 
there be no backwater pressure on the gates; for this, it is neces¬ 
sary to introduce sufficient fall below the outlet sill to carry 
away the water without its backing up against the downstream 
face of the gate. 

The automatic gate for the wasteway structure on the Belle 
Fourche 'project (Fig. 75) is a cast-iron ribbed gate, on the down¬ 
stream side of which are four arms. The two lower ones are 
bolted at their upper end to the bottom corners of the gate and 
at their other end form a curved surface with gear teeth which 
fit into a corresponding geared rack anchored in the side walls. 
The other two arms are diagonal braces, which with the lower 
arms transmit the total water pressure to the geared bearings. 

The gate is placed between two side walls, and when closed is 
in a vertical position with the two side edges bearing on shelves 
formed in the side walls. The gate is so designed that the counter 
moment of its weight is greater than the overturning moment 
of the water as long as the water level in the canal is at or below 
the maximum full supply level; when the water level raises above 
this height the gate begins to open by revolving on the geared 
bearings and is fully opened when the raise in water level is 0.45 
feet or more. The water discharged through the gate opening 
must be carried away without producing back pressure; this is 
obtained by the fall at the outlet and the steep slope of the waste 
channel. 

ESCAPES 

An escape structure controls the water taken out the canal 
through the canal bank and discharges it in an adjacent stream 
or dose by natural channd (Plate VIII, Pigs. A, B). The struc¬ 
ture will usually consist of the regulator part constructed in the 
cut through the canal bank and the waste channel. ^ The regula¬ 
tor part forms a number of gate'openings and is similar in design 
to the headgates of the canal system and of main laterals. The 
gates must be of the undershot type if the structure is primarily 
used for scouring out deposited dlt. The waste channel will uau- 
#y be either aconwete lined orwoodcn chute,apipe or Wxculvert, 
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Fig. 75.—^Automatic wasteway gate. Belle Fourche Project, S. D, 
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or an earth canal with a series of drops to take up the excess fall. 
When the escape is at about the same level and near the stream 
bed in which the water is discharged, no waste channel may be 
necessary and the small difference in elevation may be taken up 
with a single fall. The escape opening may at times be submerged, 
in which case the maximum water level in the stream channel, 
during the period that it may be necessary to use the escape 
must be determined as it may control the dimensions which must 
be given to the escape to obtain the desired capacity. 

Necessity and Location.—An escape is, as previously stated, 
used for two main purposes: 

First —For the protection of the canal system. 

Second ,—To scour out the sediment deposited in the canal sec¬ 
tion above it, in which case it may be called a scouring escape. 
The structure can also be used to serve the purpose of a spillway. 

The most important object is the protection of the canal 
system, and an escape designed for this purpose will usually meet 
at least to some extent the requirements of a scouring escape and 
of a spillway, 

A scouring escape is designed specially to produce a high scour¬ 
ing velocity in the canal section above it. Where this action is 
confined to a comparatively short section of a canal whose cross 
section is enlarged to produce a lower velocity which will en¬ 
courage the deposition of sediment, then the structure becomes 
what is commonly called a sand box or sand trap. The necessity 
of a scouring sluice may not be apparent when the system is first 
planned, and it will often be desirable not to provide one until 
after the necessity is well indicated. The necessity will depend 
on the volume of silt carried by the river water and the efficiency 
of the diversion works in preventing the entrance of sediment 
through the headgates. Where the amount of sediment enter¬ 
ing the canal is liable to cause harmful deposits in the canal 
system, it will be desirable to confine the deposit in the upper 
part of the main canal. To obtain this the canal cross section 
for a length of canal, extending usually not more than 1 mile 
downstream from the headgates, will be made sufficiently large 
to give a normal velocity smaller than the velocity in the canal 
gysjbem below. The scouring escape will then be placed at the 
downstream end of this section of canal. No additional scouring 
escapes are usually necessary. 

Where the water carries little or no sediment, nosoouring escape 
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will be required. On the other hand, a number of escapes for the 
protection of the canal system will often be necessary. When 
they serve the purpose of spillway, their necessity and location 
will be determined from the considerations discussed for spill¬ 
ways. Important factors determining the need and loc§ttion of 
spillways are the topographic conditions and character of con¬ 
struction, There are some irrigation systems where the diversion 
canal is constructed all in cut in comparatively level foothill 
land and the laterals are mostly balanced cut and fill, in flat 
valley land; so that there is little or no surface run-off from pre¬ 
cipitation and few natural drainage channels. In such cases, 
especially if the main laterals are extended by a waste or tail 
channel to deliver into a natural drainage channel and their 
capacity down to the end made sufficient to carry any surplus 
unused water, the danger of canal breaks and resulting damages 
would not be serious and a few escapes at controlling points may 
be all that is necessary. Where such favorable conditions do 
not exist a larger number of escapes are necessary. An escape 
requires that it be situated within a comparatively short distance 
from a natural depression or channel of sufficient carrying capacity 
to carry the flow discharged through the escape. Such a channel 
usually exists near desirable sites for escapes. The investigation 
of its carrying capacity must not be overlooked, also the fact 
that it may be carrying natural drainage water at the same 
time. An escape is usually desirable or necessary for the following 
conditions and at the following points: 

First .—^When the bed of the diversion canal near the headworks 
is considerably lower than the flood plane of the river and the 
canal is so near the edge of the river bank that there is danger of 
the river flood flow cutting through or over the canal bank, or 
cutting a new channel around one end of the diversion weir into 
the canal; in either case the flood flow water, if allowed to con¬ 
tinue down the canal, would do serious damage. For such con¬ 
ditions the escape must be placed at a point sufficiently far down¬ 
stream from the headgate for the canal bed to have gained enough 
elevation or for the canal line to have swi^ng sufficiently far away 
from the river bank to make the canal section downstream from 
this point safe from this danger. 

Seconds —When a length of canal is built along a steep side 
hill or along a steep bank of earth kA comparatively soft inaterial. 
In this location the flow of wntet through a break wwkl 
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quickly enlarge the break for considerable distance upstream 
and if allowed to continue might wash out the side hill to such an 
extent that replacing the canal would be very difficult. An es¬ 
cape must be placed at the upstream end of the canal section, 
where it first approaches the steep bank, and when the length of 
canal in this dangerous location is large it may be desirable to 
place additional escapes at intervals of 2 to 4 miles, in order to be 
able to stop the flow through the break within a reasonable time. 

Third ,—At the upstream end of a section of canal which is 
constructed in treacherous material or of a long section of canal 
built in fill. 

Fourth .—At the upstream end of important flumes or siphons, 
in order to prevent serious damage resulting from a leak around 
the inlet or outlet of the structure, or from obstruction in the 
siphon or break in the flume. 

Fifth .—Just below points where large volumes of drainage 
water discharge or drain into a canal. 

Sixth .—At the lower end of the diversion canal within a short 
distance from the division of the flow into the main laterals. 

Capacity of Escape.—An escape used for the protection of the 
canal system below it must be designed for a carrying capacity 
equal to the maximum flow which may be carried in the canal. 
This maximum flow will be equal to the normal capacity of the 
canal, plus any surplus which may enter the canal. 

A scouring escape is usually located within a comparatively 
short distance from the canal headgates and the canal in between 
made larger than the normal required capacity, in order that it 
may carry a surplus supply which can be wasted through the 
escape during the period of maximum stream flow v^hen the water 
carries the most silt. In this case the capacity could be made 
only sufficient to dispose of this surplus supply; but, in order to 
be able to increase the scouring action and to use the escape also 
for the protection of the canal system, it will usually be desirable 
to make its capacity equal to the full maximum flow in the canal. 

Action and Design of an Escape. —An escape structure may be 
combined with a checkgate, or may be constructed separately 
tdth no means, within a short distance below it, to check the flow* 
When combined with a checkgate, the water level in the canal 
may be held up to the full depth and the escape gates regulated 
to discharge the full canal supply, in which case the scouring 
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effect will be confined to a short distance near the headgates, 
as there will be no drop down surface curve. 

When not combined with a checkgate, the structure may be 
designed to dispose of either part of or the whole canal supply. 
To be able to discharge the whole supply, which usually will be 
desirable, the floor of the canal in front of the gates and the gate 
sill must be placed at a depth which will give the required dis¬ 
charge capacity with no water continuing down the canal. The 
depressed canal floor may slope up at both ends to meet the canal 
bed, or may terminate with two end walls and with the side wall 
in which the escape openings are made form a short basin directly 
in front of the gates. To discharge the entire flow the water sur¬ 
face in this basin, with the escape gates fully opened, must not be 
higher than the bed of the canal. The flow from the canal into 
the basin will then be similar to the flow over the edge of a canal 
fall or drop, in which the edge over which the water pours is 
level with the bed of the canal. The depth of water at the edge 
of the fall may be obtained by the weir formula 

Q = Cld^ 

where I «= length of ovjerpour. 

d = depth of water at edge of overpour. 

C = a coeflSoient which the formulae of Bellassis and 
Bazin would indicate to be from 4.75 to 5.00. 

The flow from the basin through the escape gate openings may 
be obtained from the usual formula for flow through sluice gates, 
and where the lower edge of the gate when fully opened is above 
the water surface, the flow may be computed from the weir 
formula given above, modified where necessary for submergence. 

The scouring effect will depend on the extent of drop down 
produced in the depth of water. To obtain a high scouring 
effect in the upstream canal section, the length of overpour into 
the basin may be made large so as to give a small value to the 
depth of overpour water. 

The action of an escape, when disposing either of a part of the 
canal flow or the entire flow, may be illustrated by the example 
previously given for which the drop^iown curve was worked out. 
The example will apply to either of the following cases: 

—^Assume that the escape disposes only of the surplus 
water, which is the difference between the flood-flow supply of 
450 second-feet and the normal supply of 300 second-feet, and 
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that the normal flow continues downstream with a depth of 
water in the canal of 5 feet. 

Second .—^Assume that the entire supply of 450 second-feet is 
carried through the escape and that the length of overpour at the 
upstream edge of the depressed basin is made to give a depth of 
overpour of 5 feet. If the coefficient in the weir formulae is taken 

450 

as C = 4.75, then the length I must be I = 4 75 ' ^ " 53 / == 8.6 

feet, which is less than the bottom width of the canal and could 
only be obtained by contracting the width of the canal. 

In both cases the scouring action on the canal section up¬ 
stream is the same, and is due to the increased velocity produced 
by the drawdown which decreases the maximum full supply depth 
from 6.25 feet to the 5.00-ft. depth at the escape. The tabu¬ 
lated results show that, with a normal capacity of 300 second- 
feet, the normal velocity in the canal is 3 feet per second, and that 
when the flow is increased to 450 second-feet and the escape 
gates closed, the velocity is 3.39 feet per second. With this 
flow in the canal and the depth of water at the escape reduced to 
6 feet, by operating the escape gates, there is a gradual increase 
in velocity from 3.39 feet per second, beginning 12,500 feet up¬ 
stream from the escape to a maximum of 4.5 feet per second at 
the escape. When the canal section between the escape and 
the headgates is short, the increase for the whole length will be 
considerable. 

The scouring effect of this increase in velocity is best explained 
by referring again to the principles of transportation of silt. 
According to Kennedy's theory, the transporting power of silt 
or the percentage of silt transported by water is proportional to 
In the example referred to, assume that the river water* 
enters the canal with a greater percentage of silt than the canal 
water can carry at its normal velocity of 3 feet per second, and that 
to scour out the deposited sediment a larger volume is turned into 
the canal with the escape gates opened; this increases the velocity 
at the escape to 4.50 feet per second, and gives a corresponding 

( 4 60\ 

= 2.75 times grea^er than with 

the velocity at which the deposit occurred. But at the upstream 
end of the reach affected by the drawdown, the transporting 
/3 39\ 

power is only — 1*36 times greater. 
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The scouring effect will be further increased by the steeper 
grade produced by the larger deposit of silt toward the upper end 
of the reach affected by the drawdown. 

When the escape is to be used primarily as a scouring escape, 
a high scouring velocity may be produced by designing the escape 
so as to obtain a large drav/down; this is regulated by the depth 
of water at the escape, which may be made small by increasing the 
length of the upstream edge of the depressed basin. On the other 
hand, a high scouring velocity may not confine its action to remov¬ 
ing the silt, and if the canal is built in soft material may pro¬ 
duce harmful erosion. Where it is necessary to protect the canal 
against this excessive erosion and at the same time not destroy 
the efficiency of the escape in silt removal, the canal section affected 
by the drawdown may be protected with a lining of concrete. 
The scouring effect can best be regulated and will produce better 
results if the escape is located within a comparatively short dis¬ 
tance from the canal headgates, probably not over 1 to mile 
and preferably less. The practice and experience in India indi¬ 
cates that to scour out silt deposits it is best to turn into the canal 
as large a flow as possible,when the river water contains little silt. 
The use of fairly clear water is desirable, for with the little silt 
it contains it is able to pick up and transport deposited silt, while 
if the water is already well charged with silt, it cannot pick up 
much additional silt. For this reason intermittent flushes with 
fairly clear water have given the best results. To increase the 
scouring efficiency when the escape is at considerable distance 
from the headgates, the grade of the upper reach of the canal may 
be made steeper, so that a higher velocity will be produced. This 
is desirable because experience has shown that silt once picked 
up wiU be moved by a lower velocity. 

When the escape must not produce a scouring effect, it may 
be objectionable to increase the velocity above its normal value, 
in which case the drawdown at the escape must be prevented by 
dither using a check gate just below the escape, or by contracting 
the canal cross section just upstream from the escape. In order 
that the contraction will operate equally for varying discharges 
in the canal, the contraction may be made with a notch opening, 
the properties of which are discussed in notch drops. 

Bacan^es ct Escape.— Fig. 76 shows a special type of escape, 
designed for the BodsOn Canal of the Milk River project. It 
eoml^aies the acthm of an escape and a sluiceway. The canal is 
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designed for 600 second-feet capacity and may be ultimately 
enlarged to 900 second-feet. The structure consists of a culvert 
chute, placed through the canal bank, with its inlet connected by 
means of flanng wings to a depressed basin lined with grouted 
paving, and its outlet discharging into a concrete-lined stilling 
basin. The culvert is formed of two compartments, each 4 feet 
high by 4 feet 9 inches wide, down to a point 36 feet from the in¬ 
let, from which point it widens to 10 feet at the outlet. The inlet 
is regulated with straight lift gates and provision has been made 
for the use of dashboards in grooves formed in front of the gate 



Fig. 76 —^Escape on Dodson Canal Milk River Project, Mont 


openings. A 4-inch pipe air-shaft connected to the upper end of 
each compartment, about 4 feet downstream from the gate 
opening, supplies air which makes the Sow through the gate open¬ 
ing the same as a free discharge into air and equal toQ <= 0.80 
oV 2gh where h is depth of water on the center of the opening, a 
the area of gate opening, and 0.80 the coeSScient of discharge 
assumed in this design. The Sow down the culvert is accelerated, 
so that the culvert will run only partly full and is essentially a 
covered chpte. The only apparent reason for widening the 
lower part is to spread the Sow and decrease its depth before it 
discharges into the stilling basin. Providon is made to hold the 
water surface in the caqal to full supply level by rnetms of a 
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check gate below, for which condition the escape capacity is 668 
second-feet, or 58 second-feet greater than the canal flow. 

Pig. 77 shows an interesting design of a combined escape and 
automatic spillway for the Dodson North Canal of the Milk 
River project, Montana. The structure is located opposite a 
storm water overpour inlet, with a depressed basin lined with 
rubble concrete paving in between, formed in the bed of the 
canal in front of the escape gates. The waterway of the struc- 



Fig 77 —Escape and automatic spillway on Dodson North Canal, Mont. 


ture between side walls is divided by a horizontal reinforced 
concrete slab and two intermediate division walls, supporting the 
slab, into three lower gate openings between the slab and floor and 
an overpour channel above the slab regulated with three auto¬ 
matic spillway gates of the type previously described (page 179). 
The three lower openings are controlled with straight lift gates. 
The downstream parts of the division walls or intermediate piers 
are extended above the slab and shaped to form the bearing, to 
which are bolted the cylindrical surfaces, about which the auto¬ 
matic gates revolve. Similarly shaped projecting surfaces mr 
shelves are formed in the side walls for the end bearings. The 
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three lower gates are the escape gates and with the depressed basin 
combine also the action of scouring escapes. A number of struc¬ 
tures of this type have been designed for installation on this 
project. 

Other forms of escapes, in which the primary function is that 
of a sand box or scouring escapes, are illustrated by the examples 
presented in the discussion of sand box and by the inlet structure 
used on the siphon of the Kamloops Fruitlands Irrigation system 
(Vol. II, p. 345). Escape structures also form part of some of the 
examples presented in the discussion of surface inlet drainage 
crossings. 
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SANB GATES—SAND BOXES 

These are structures designed to collect and remove from the 
water the sand or silt which is liable to be deposited in the canals, 
flumes or siphons of the system. The points along the canal 
where such structures may be necessary are: 

First —A short distance below the headworks to stop, as much 
as possible, the sediment from going farther downstream. 

Second .—At the head of siphons to prevent at least the coarser 
material from entering the conduit of the siphon. 

Third .—At favorable points along the canal where a drainage 
channel is crossed or is available for the discharge of the water 
and material sluiced out. 

A sand-gate or sand-box structure is frequently designed to 
serve also as a wasteway or escape, and an escape specially de¬ 
signed to produce a high scouring velocity in the section of canal 
upstream and adjacent to the escape gates usually fulfills the 
purpose of a sand-gate structure. Such structures are illustrated 
by the inlet to the 4-foot siphon of the Kamloops Fruitlands 
system, British Columbia (Vol. II, Chapter X), and by the 
examples presented in the discussion of escapes. The principles 
of design of scouring escapes and the study of the scouring veloci¬ 
ties produced by the drawdown created when opening the escape 
gates, presented in Chapter IV, will in general apply to the de¬ 
sign of sand-^ate structures. 

ITecessity. —^The necessity of structures designed for the spe¬ 
cial purpose of removing sand or silt will depend on the extent 
and character of the sediment and on the means which have been 
taken in designing and operating the headworks to prevent the 
entrance of silt in the canal system and the extent to which the 
velocities in the canal system can prevent silt deposition. 

The volume of sediment carried by irrigation waters and its 
distribution in the water has been considered in the general 
discussion of silt problems, Vol. It, Chapter IV. llie finer silt 
^parried in auspfension by the water was shown to be comparative 
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uniformly distributed in the water and is not always found in 
greater quantities toward the bottom of the canal. The coarser 
sediment of sand or gravel is not held in suspension, except with 
very high velocities, but is rolled and pushed along the bottom 
of the canal. The finer sediment may have considerable value as 
a fertilizer, in which case it is desirable to hold it in suspension in 
the water until it is delivered on the field. The extent to which 
this may be obtained will depend on the regulation of the veloci¬ 
ties used in the canals, in accordance with the principles of design 
of canal cross sections for minimum silt deposit. But changes in 
velocities during the operation of the system, the obstruction 
produced by the growth of weeds, and other causes will tend to 
produce silt deposits. The coarser material entering the canal 
system may be controlled to some extent by the proper design 
of the headworks. In addition there is some coarser material 
produced from erosion of the canal bed and from the washing 
in of soil by the run-off from higher lands discharging into the 
canal. 

Types of Structures.—There are two general types of struc¬ 
tures. The first one is better adapted to waters transporting 
sand or coarse material; it consists of a sand trap which collects 
the sand and gravel as it moves along the bottom of the canal and 
discharges it either continuously or intermittently into a waste 
channel. The second type is formed by a settling basin whose 
cross section is made sufficiently larger than that of the canal to 
reduce the velocity of the water to a proportionate amount and 
cause a deposit of a portion of the material which is then washed 
out through sluicegates into a waste channel. The two types 
are often combined in one structure. 

The first type, which may be called a sand trap or sand catcher, 
will usually consist of grooves, sand ducts, or small cross channels 
formed below the bed of the canal to catch the coarse material 
as it rolls along the bottom and of gates regulating the flow out 
of these channels through the canal bank into the waste channel. 
The flow through the gates must be regulated so as to sluice out 
the material collecting in the cross channels. During the period 
that the amount of material carried by the water is greatest, the 
gates may have to be left fully opened and the flow through them 
continuous. This period is generally during the flood flows, when 
the waste of water through the gates may not have to be con¬ 
sidered; it may otherwise be desirable to <^rate the gates inter- 
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mitteatly. In the design of the sand trap the amount of water 
which may be wasted must be considered, and if operated con¬ 
tinuously the canal capacity upstream must be made larger than 
the capacity downstream by the amount to be wasted. ♦ The size 
of the gate openings and of the cross channels depends on the 
maximum amount of water which is to be wasted. This type 
of sand box is illustrated by the structures used on the Amity 
Canal in Colorado (Fig. 78), on the Leasburg Canal, Rio Grande 
project, New Mexico (Fig. 79), on the Naches Power Co. Canal 
in Washington (Fig. 80). 

The second type of structure, which may be called a settling 
sand basin, consists essentially of an enlarged basin in which the 
velocity of the water is decreased to cause the deposition of the 
transported material. The extent to which the material is 
deposited will depend on the reduced velocity and the length 
of time the water is in the basin, which will vary with the length 
of the basin. The design of this type of structure involves a 
consideration not only of the size of the basin when empty of 
deposited material, but also of the cross-sectional area of the basin 
when reduced by the <|eposit. The velocity must be smaller 
than the low velocities obtained in the canal system below; and 
as the basin is usually short as compared with the length of 
canals or siphon in which these low velocities are obtained, it is 
necessary that the velocity in the sand box be reduced to only a 
fraction of these low velocities. In selecting this minimum 
velocity, the velocities in the canals or siphons which must be 
considered are not those obtained when the canal system is op¬ 
erated at full capacity, but rather those corresponding to the 
minimum capacities at which the canals will be operated during 
the period which is liable to produce maximum silt deposits. 
The extent to which silt will be deposited depends also, as stated 
above, on the length of the basin, but the length which it is de¬ 
sirable to use must be comparatively short. This is due to the 
following conditions: The material transported by the water is 
deposited gradually from the coarser material at the upper end 
of the basin to the finer material at the lower end, as the velocity 
decreases gradually below the transporting velocity of the differ¬ 
ent sizes of particles. The deposited material has a tendency 
to compact and the cohesion between particles increaseSi so that 
the velocity which is required to erode and sluice out the material 
must be considerably higher than the transportiag dt 
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the heaviest material and greater than the safe velocities against 
erosion previously given in another chapter. It is difficult to 
create these higher erosive velocities, for the effect of sluicegates, 
even if their capacity is large, is relatively small except for a 
short section of canal near them. 

The erosive velocity which will be created in opening the sluice¬ 
gates will depend largely on the area of the openings and the depth 
at which the openings are placed and is discussed in connection 
with scouring escapes (Chapter IV, pages 186 to 188). The 
gate openings are placed at the bottom of the settling basin. 
For effective sluicing the area of openings and the depth of the 
basin must be designed to discharge at least the full capacity of 
the canal with the water level at the gates lowered sufficiently 
toward the bottom of the canal to produce a drawdown in the 
surface water level, which will increase the slope of the water 
surface with a corresponding increase in the velocity for a con¬ 
siderable distance upstream. Where the structure is within a 
short distance from the headworks, the drawdown will permit 
forcing through the canal and sluicegates a discharge greater than 
the normal full capacity of the canal with gates shut, and thus 
increase the scouring velocity. An important consideration in 
the operation of the sluicegates is the fact previously discussed— 
that the power of water to pick up and transport additional silt 
will depend on the amount of silt which it already carries in sus¬ 
pension and that the practice and experience in India indicates 
the scouring effect to be greatest with clear water. Under the 
most favorable conditions it is difficult to sluice out large settling 
basins, especially by intermittent operation, which allows the 
deposited material to become compacted to a certain extent. 
The general practice has been to use short settling basins or boxes, 
in some cases using a combination settling box and sand trap in 
which the sluicing operation may be continuous to prevent the 
compacting of the deposit. 

The settling basin may be of the following three forms: 

1. The settling basin is an enlarged section of canal of con¬ 
siderable length (several hundred feet) with its bed depressed 
below the grade line of the normal canal section or with a raised 
sill or check gate across the canal at the lower end of the basin 
where it joins the normal cross sectiom This check gate can be 
tmd to advantage in increasing the depth of the baain^ The 
ciuioegates are placed at the lower end of the depressed bamn or 
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upstream and adjacent to the raised sill or check gate, and may be 
built as a combined structure. The sills of the sluicegates will be 
placed level with the bed of the settling basin. The efficiency of 
this basin will be increased if a higher velocity is obtained by 
forcing an excess flow through the basin when the sluicegates are 
opened; this is usually only feasible where the enlarged section 
is within a short distance downstream from the headworks. This 
form of settling basin is illustrated by the structure built on the 
Umatilla project in Oregon (Fig. 81). 

2. The settling basin is formed by depressing the floor of the 
canal and enlarging the cross section for a length of canal much 
shorter than in the form described above. The sides and bottom 
are generally lined with concrete. To obtain a gradual change in 
velocity and avoid undesirable eddies, the inlet and outlet are 
best formed with warped surfaces. The length of the basin 
should be at least six times the depth of water in the canal. The 
sluice gates are placed at the lowest point of the basin, and if the 
structure is to be used also as a wasteway they are made large 
enough to discharge the full supply capacity of the canal. In 
this form of basin the scouring effect is largely concentrated in 
the concrete lined basin., The structure is then a sluiceway and 
wasteway. The extent to which it will act as a settling sand 
box depends on the length and cross section of the enlarged 
basin. 

3. The settling basin is a short section of canal or rectangular 
box divided by overflow cross walls into a number of compart¬ 
ments, with a sluice gate at the lowest point of each compartment. 
The water passes in succession from one compartment into the 
next, over the separating walls; the velocity being decreased by 
the greater cross-sectional area of the basin. The object of the 
overflow walls is to skim the upper part of water in the basin, to 
decrease the velocity more uniformly, and to give a better chance 
for the material to deposit. The length of the overflow walls may 
be increased by placing them on a sloping angle to the direction of 
flow instead of at right angles. The floor of each compartment 
is usually sloped downward toward the outlet gate to facilitate 
the sluicing out of the material. The outlet gate may be left 
open or partly open during the period that the water carries the 
most sediment, in which ‘^se it acts as a sand trap, or it may 
be operated only intermittently. The area of opening of sluice¬ 
gates may be made large enough to act as a wasteway for the en- 
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tire flow, or it may be made only sufficiently large to sluice out 
the deposited material. This form of structure has been used 
especially where it is desired to remove the sand and silt before 
passing water into pipes used fOi irrigation, domestic water supply, 
or hydroelectric development. It is illustrated by the sand box of 
the Hemet Land & Water Co., Riverside, California (Fig. 83); 
and the sand box at the intake of the Denver Union Water Co,, 
Colorado (Fig. 84). 

SAND-TRAP TYPE OF STRUCTURE 

Sand Trap and Escape Gates on the Amity Canal, Colorado 

(Fig. 78 and Plate IX, Fig. A).—This structure, built in 1905, 
shows one of the interesting, comparatively early uses of rein¬ 
forced concrete for the construction of irrigation structures, and 
its special adaptation in this case to a type of wooden structure, 
known as the Land Sand Gate, used for many years in Colorado. 

The capacity of the structure is 870 cubic feet per second. It 
consists of regulating or check gates across the main canal with 
waste and sand gates at right angles. Upstream from the regu¬ 
lating gates and in front of the waste gates there are two floors 
on different levels; the upper floor is at about the same level as 
that cf the sill of the check gates and of the canal grade below the 
check gates. It covers part of the lower floor, placed on about the 
same level as the bed of the upstream canal, which is depressed 
below the normal downstream grade. Between these two floors 
are formed channels or sand ducts by curved ribs, which also 
support the upper floor or cover. Only part of the cover over 
the upper ends of the ducts is permanent; it is reinforced and is 
2 inches thick; the downstream part is made of reinforced cement 
mortar planks (1 part of cement to 3 of sand), which may be re¬ 
moved in case of obstruction of the ducts. These planks are 8 
inches wide, 1)4 inches thick, made in two lengths 6 feet 23 ^ inches 
ana 10 feet inches, and i^forced with 34-inch steel rods. 
The inlet end of each sand duct has an opening 9 inches high and 
about 3 feet 3 inches wide; the width of the sand duct is made 
smaller toward the outlet, but the cross-sectional areA of the duct 
is kept constant by a gradual increase in height to a maximum of 
18 inches at the outlet. The object of the* two floors and the sand 
ducts is to catch and draw through these separate channels the 
material from the far side of the canal, to the same extent as that 
from the near aide. With the maximum depth of water in the 
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Fig. a. —Sand trap and waste gat(^ on the Amity Canal. The Arkansas 
Valley Sugar Beet & Irrigated Land Co., Colo. 
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Fig. C.—Sand box on new water supply intake pipe line of Denver Union 
Water Co., Denver, Colo. 
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canal, there is a head on the center of the inlet to the ducts of 
about 7 feet; with a free discharge at the outlet and considering 
the channel as a short tube, the velocity will be about 12.75 feet 
per second and the discharge of each duct 31 cubic feet per second. 
The sand du(}ts are opened continuously during the period that the 
water carries considerable sediment, which occurs when the river 
is in its high stage. 

The regulating gates control the flow of water down the main 
canal. They consist of three openings, each 12 feet wide, sepa¬ 
rated by buttresses 10 inches wide, supporting the operating plat- 
• form. Each opening is controlled by a radial or Taintor gate. 
The wasteway and sand gates consist of two openings, each 10 feet 
wide, controlled also by Taintor gates. The maximum depth of 
water against the regulating gates is 6 feet and against the waste- 
way gates 8 feet 5 inches. The gates are formed by a segment of a 
cylindrical shell fastened to a framework of curved ribs with braces 
and radial anns extending to and bearing on the pivoting points. 
The entire framework is built of angles. The face of the gates is a 
very thin shell of concrete, % of an inch thick, reinforced with 
^^-inch mesh expanded metal fastened to the steel angle ribs by 
means of V-bolts. To make the gates water-tight the bottom of 
the gate rests on a wood cushion, and to the sides of the gate 
rubber belting is fastened, which bears on the steel sliding plates 
bedded flush in the sides of the piers. These radial gates permit 
the use of wide gate openings, which is advantageous when, as 
in this case, the water in the canal is liable to carry ice, which with 
narrow openings is more likely to cause ice jams. 

The foundation of this structure is formed of 12-inch concrete 
piles resting on sandstone, three under each buttress wall, two 
under the floor above the regulating gates, and one under the floor 
below the sand gates. These piles support reinforced concrete 
beams, on which is built the floor. To prevent undermining, 
sheet piling at the upstream end and concrete walls at the down¬ 
stream end extend down to the sandstone stratum. The struc¬ 
ture contains 230 cubic yards of reinforced concrete and 136 cubic 
yards of plain concrete, and required 1,151 cubic yar^s of excava¬ 
tion. The total cost was as follows: 

Excavation, concrete and backfilling complete_ S4,160.98 


Structural steel for radial gates.. 963.52 

Hoisting devices for radial gates. 273.00 

$5,3SS.60 
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Sand^^trap Sluiceway on Leasburg Canal, Rio Grande Proj* 
ect, New Mexico (Fig. 79).—This structure is of the same type 
as that described on the Amity Canal, Colorado. It is located 
6,000 feet below the headworks on the main canal of the Rio 
Grande project, which diverts water from the Rio Grande River. 

The structure consists of four channels or sand ducts, separated 
by ribs or partitions formed between the two floors; each is regu¬ 
lated by a gate placed between the inlet and outlet ends of the 
duct. The lower floor is near the level of the bed of the canal 



Sectional Elevation A^B 

Pio. 70.—Sand trap sluiceway on Leasburg Canal. 
Rio Grande Project, N. M. 


on the upstream side and the upper floor is about flush mth 
the bed of the canal on the downstream side. The difference in 
elevation is about 3 feet. 

The inlets to the sand ducts are placed across the bed of the canal 
to catch the coarser material carried near the bottom of the canal. 
The upstream parts of the sand ducts from the inlet to the gate 
are curved through an an^^e of 90° to deliver the water through 
tile canal bank. The inlets to the sand ducts are protected against 
the entianCe of large materiid, which might cause obstruction, by 


Sectional Elevation C-X> 
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grating bars placed on a slope of about 45® spaced 7 inches 
center to center with a clear width of 6 inches. 

Sand Trap on Naches Power Canal) Washington (Fig. 80).— 
This structure is used on a power canal to catch and remove the 
heavier material carried by the water along the bottom of the 
canal. The canal is concrete-lined. The trap is formed in the 
floor of the canal by a gradual depression in the floor of 18 inches 
in a distance of 20 feet, which directs the material into four nar¬ 
row rectangular openings, which are the inlets to four sand ducts. 



Fia. 80.—Sand trap. Naches Power Canal, Wash. 

These openings are 4 inches high and 2 feet G inches wide; the 
top edge of these openings is 14 inches below canal grade. The 
sand ducts are made of 12-inch vitrified pipes, connected to the 
openings by inlet sections 4 feet long, changing in cross section 
from the dimensions given above for the opening at the inlet to 12 
inches by 15 inches at the junction. The four 12-inch pipes are 
extended across the canal to discharge into a well or box, from 
which the water is let out through a gate into a 24-inch vitrified 
pipe. The outlet of each 12-inch pipe is regulated by a gate; the 
only apparent need for this is to confine the sluicing action to 
three or less of the sand ducts. 

SBTTLINO BASIN TTPB OF STRUCTTIRB 

Umatitta $and Gates and Wastewayi Oregon (Fig. SI) and 
Plate IX, I^g. B).—The settling basin is formed by tbe canal 




202 


IRRIGATION STRUCTURES 


section 1,600 feet in length, extending from the headgates of the 
canal system to the regulating weir and gates across the main 



canal, which forms one structure with the sand gates at right 
angles to it on the upstream side. The crest of the regulating 
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weir is about 3 feet higher than the bottom of the canal; the depth 
of the basin can be further increased by the use of flashboards. 
The cross section of the canal which forms the settling basin de¬ 
creases gradually from a bottom width of 60 feet 3 inches at the 
headgates to a bottom width of 27 feet 6 inches at the sand gates. 
To discharge the normal full capacity of the canal of 300 cubic 
feet per second with the five sand gates fully opened, each 6 feet 
6 inches wide and 18 inches high, there must be a difference in 
water levels between the upstream and downstream sides of the 
sand gates of about 1.25 feet. During low stages of the river 
this normal flow and a considerable excess can be discharged 
through the sand gates without the water level rising above the 
weir crest. During maximum flood stage of the river the water 
level in the settling basin may be raised above the flood height by 
the use of the flashboards. The cross section of the settling basin 
permits the carrying of a large excess of water, which can be 
wasted and used for flushing out the deposited material through 
the sluice gates. The entire bed and the sides up to about 2 feet 
in depth are protected against erosion of the natural earth surfaces 
by riprap. To facilitate sluicing, the bed of the canal near the 
sand gates has a cross slope of about 9 inches toward the gate 
openings. 

The itemized cost of construction is tabulated below. Freezing 
weather and high water in the river increased the difficulty and 
cost of construction; seepage water would stand to a depth of 2 
feet above the bottom of the excavation. The concrete used was 
mixed in the proportion of 1 cement :2.5 sand :5 gravel. 


CONSTRC CTION CoST OF UmATILLA SaND GaTES AND WaSTBWAY 



Actual quantity 

Unit coHt 

Total cost 

Excavation. 

219 cubic yards 

$2.74 

$601 

Concrete (excluding cement).... 

268 cubic yards 

6.83 

1,830 

Steel reinforcement. 

1,900 pounds 

0.033 

63 

Cement. 

338 barrels 

2.17 

733 

5 C. I. gates and guides. 

762 pounds 

0.074 

564 

5 hoisting devices. 

3,425 pounds 

O.UH , 

503 

Setting iron and steel. 

12,946 pounds 

0.004 

43 

Pipe railing. 
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Riprap. 

318 cubic yards 

5 86 

1,863 

Bc^ fill, river bank. 

209 cubic yaixis 

1.24 

269 

$6,660 
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Setting Basin, Sloicewayand Sand Gate on Lower Yellowstone 
Project, Montana, North Dakota (Pig. 82).—This structure con- 



Fiq. 82.—Standard settlingbaBin sluiceway and gates. Lower Yellowstrce 
rroject, Mont.-N. D. 


sists of a short settling basin, formed by a depression in the floor, 
and of sluicegates. The openings ate below the normal bed of the 
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caxial and are of sufficient size to discharge the entire flow of the 
canal, with the water level on the upstream side of the gate only 
a short distance above the top of the gate opening, leaving only 
a small depth of water in the canal downstream. The structure 
is then practically a wasteway ^as well as a sand box and 
sluiceway. On account of the short length of the basin formed by 
the depression only the coarser material rolled along the bottom 
of the canal would be caught or settled in the basin. With the 
gates fully opened, the drop in water level at the gates will extend 
for a considerable distance upstream and produce a higher veloc¬ 
ity, which will produce erosion not only of the material deposited 
in the basin but also to some extent in the upstream canal, which 
if made sufficiently large to give a low velocity and cause settle¬ 
ment may be considered as part of the settling basin. 

COMBINATION SETTLING SAND BOX AND SAND TRAP TYPE 

Sand Box of the Hemet Land & Water Co. (Fig. 83).—This 
box is built at the junction of a concrete-lined canal and a wooden 
pipe. The box is divided by partition walls into three settling 



with Qftte 

Fig. 83.—Sand-box. Hemet Land and Water Co., Calif. 

basins. The water is carried to the box in the concrete-lined 
canal and is diverted into the first compartment by the insertion 
of flashboards across the canal. It passes in turn inio the other 
compartments, flows over the measuring weir and enters the pipe. 
By removing the flashboards across the canal and clorang the 
entrance to the settling basins, the Water will pass into the pipe 
directly. This may be necessary in case of obstruction Of the 
dnioe (^Mfling^ and p^ies. 
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Sand Box, Denver Union Water Co., Colorado (Mg. 84 and 
Plate IX, Figs. C and D).—This structure forms part of the 
works of the new water supply intake of the Denver Union 
Water Co. The works consist of the diversion dam and head- 
works on the South Platte River, a diversion tunnel 70 feet long, 
through the ledge below the intake chamber at the headworks, 
continued with 225 feet of GO-inch wooden stave pipe, incased 
in a 6-inch shell of reinforced concrete, down to the sand box. 



Fio. 84.—Plan of new head works for Denver Water Supply. (Bng, Rec., 

Oct. 19, 1912.) 


The water is taken out of the box and conveyed in a 60-inch 
woodep stave pipe. The sand box, built of reinforced concrete, 
is trapezoidal in plan, with outside dimensions about as follows: 
68 feet on longest side, 43 feet 6 inches on shortest side, and 40 
feet wide. The inside depth is 12 feet. The walls are 12 inches 
thick on top, and have a batter of 12 inches on the inside. The 
floor is 2 feet thick, reinforced top and bottom. The wall of the 
box near the river bank has a cut-off wall extending 6 feet to 
prevent backwash from the sluicing-out operation. The box 
is divided into three compartments by diagonal baffle or overpour 
division walls, placed at 45° to the longitudinal axis of the box. 
These walls are 16 inches wide on top, battered on both ddes to 
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2 feet wide at the bottom; their crests are 4 feet below the top of 
the walls of the box and 3 feet below a spillway crest, 16 feet wide, 
formed in the downstream end of the box. When in operation, 
the flow is regulated at the headworks to give a small excess over 
the spillway, and thus maintain a constant head on the pipe line, 
with the water level about 3 feet above the crest of the overpour 
division wall. Under these conditions and with the rated capac¬ 
ity of about 82 cubic feet per second, the water cross-sectional 
area of the box gives a velocity of about 0.15 feet per second. 

The sluicegates are cast-iron ribbed gates, 3 feet square. The 
first or upstream compartment has two sluicegate openings, 
one near the inlet to the box, discharging through a 3-foot cast- 
iron pipe into the river. The other three sluicegate openings 
in the wall adjacent to the river edge discharge directly into the 
river. 
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CHAPTER VI 


CROSSINGS WITH DRAINAGE CHANNELS 

Object of and Types.—CVossings are required wherever ib is 
necessary to construct a canal across a drainage channel. They 
will be most frequent on canals located across the drainage slopes, 
such as on diversion canals constructed along steep side hills 
and on main canals located along the foothills.v The natural 
drainage channels will usually be well-marked depressions and 
may vary from small gullies and creeks to wid^ deep depressions 
or streams of considerable size. In flat country or along side 
hills of gentle and uniform slope the need for crossings may not 
be indicated by well-marked depressions but may nevertheless 
exist, in which case the topography of the land above the canal 
must be studied and a crossing located at the point most favorable 
for the collection of the rua-off water. Drainage crossings will 
not usually be necessary on the main laterals of the distribution 
system, as these will generally be on the ridges. Drainage cross¬ 
ings are made by the following methods: 

First —By an intercepting artificial channel constructed up¬ 
hill from the irrigation canal, to collect run-off water from minor 
channels and divert it to a main or collecting channel. 

Second ,—By passing the irrigation water over the drainage 
channel, usually by means of an elevated flume, and in some cases 
of long inverted siphons by carrying the lower part of the pipe 
line on piers or a bridge above the waterway of the drainage 
channel. 

Third .—By passing the irrigation water under the drainage 
channel by means of an inverted siphon. 

Fourth .—By passing the drainage water under the canal bed by 
means of a culvert or inverted siphon. 

Fifth .—By passing the drainage water over the canal b> means 
of a flume called an overchute. 

$ixth .— By passing the drainage water into the canal and in some 
eases throu^ the canal by a structure called a level crossing. 
The selection of the method o| crossiiig and type of structure 

m 
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will depend on the relative elevation and positions of the canal 
and the drainage channel, the volumes of drainage and canal 
water, the uncertainties affecting flood flow, the effects on the 
safety and the operation of the system, economic considera¬ 
tions and other factors. 

Intercepting Channel and Diversion Works.—This type pf 
works is used only occasionally. In its simplest form it may be 
used to protect a canal on a side hill from the surface run-off, 
draining from the uphill slope, in which case it will consist of an 
intercepting ditch placed uphill from the canal and transverse to 
the slope, and discharging the collected water at intervals through 
a culvert or in an overchute across the canal. The only instance 



the writer knows of the use of this type of works is for the pro¬ 
tection of concrete-lined canals on the following projects: The 
power canal of the Naches Power Co. in Washington, as shown in 
Fig. 85; the main diversion canal of the Tieton Canal in Washing¬ 
ton, and that of the Kamloops Fruitlands Irrigation & Power Co. 
in British Columbia. On this latter system the intercepting ditch 
with frequent overchutes was found necessary along those sec¬ 
tions of the main canal in sidehill land sloping on a comparatively 
gentle and uniform slope toward the canal, where considerable 
run-off in the spring months resulted from the rapid melting of the 
snow by the action of warm rains or early warm weather and 
winds. At a few such places where no provision h^ been made 
to intercept the run-off, a few concrete slabs of the uphill side 
slope lining were pushed in by the pressure of the water behind 
the lining, and in some places the canal was filled to overflow. 

This type of works may also be feasible where two or more 
drainage i^annels dose together can be ooxmeeted by an inter* 

14 
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cepting ditch or cross ditch on the uphill side of the canal to di¬ 
vert the flow from these channels into that of the main channels 
and use a single crossing. But in many cases, on account of the 
substantial diversion works required, especially for larger chan¬ 
nels, separate crossings for each channel will usually be more 
economical. 

Flumes to Carry Irrigation Water over the Drainage Channel. 

—This type of works is used when the bed of the irrigation canal 
is at a suiBficient elevation above the bed of the drainage channel 
to give a waterway under the flume amply large enough to carry 
the maximum flood flow of the channel. Flumes are extensively 
used to cross drainage channels and depressions. In many cases 
the flood waterway will be only a comparatively small channel at 
the deeper part of the depression. Where there is any doubt 
regarding the adequacy of the flood waterway under the struc¬ 
ture, such as with comparatively short flumes, elevated at small 
heights above the stream bed, careful consideration of maximum 
flood flows is necessary. Where a deep, wide, important stream is 
to be crossed, the flume may in many cases be carried across more 
economically on a truss bridge than on trestle. The same type 
of works and consideration^ will apply to the lower part of an in¬ 
verted siphon pipe line, carried on trestle or on a truss bridge 
across the channel or stream. 

The use and design of flumes has been discussed in Vol. II, 
Chapter IX. 

Inverted Siphons to Carry Irrigation Water imder Drainage 
Channels.—This type of structure is preferable for the following 
conditions: 

First ,—When the elevation of the canal bed is not at an eleva¬ 
tion sufficiently above the bed of the drainage channel to permit 
the use of a flume crossing with the necessary flood area of 
waterway under the flume. 

Second .—When the volume of flood waters in the drainage 
channel is greater than the volume of water carried by the canal. 

On account of the uncertainties on which the estimates of the 
volume of flood waters must be based, it is the safest and the most 
desirable type of crossing where the conditions stated above exist. 
The inverted siphon may consist of a short conduit depressed be¬ 
low the bed of the drainage channel, under comparatively little 
hydrostatic pressure, with suitable inlet and outlet structure; 
or be a long pipeline mphon, under considerable hydro* 
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static pressure, which crosses the channel of the drainage water 
at the lowest part of the depression. The use and design of 
inverted siphon pipe lines and the considerations involved in the 



selection between carrying the lower part of the pipe line under 
the bed of the drainage channel or elevated above the flood water¬ 
way for a stream of considerable size have been presented in 
VoL II, Chapter X. Inverted siphons consisting of a short 
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conduit under low hydrostatic pressure are essentially the same 
as those used for roadway crossings, discussed and illustrated 
with examples in Chapter XI. Fig. 86 shows a simple type of 
inverted siphon corrugated pipe culvert used by the Sacramento 
Valley Irrigation Co., California, for crossing of laterals with 
shallow drains. The lateral flow is carried under the drain and 
the inlet structure may be modified for use as a check gate, with 
the addition of a wooden gate placed at the entrance. For check 
gate purposes an overpour flashboard gate would be preferable 
to the undershot gate. 

Culvert or Short Inverted Siphons for Carrying Drainage 
Water under Irrigation Canals.—This type of structure is usually 
economically feasible only for drainage channels whose maximum 
flood flow is relatively small and not larger than the flow of the 
canal. As compared with an inverted siphon carrying the irri¬ 
gation water under the drainage channel, the uncertainties of flood 
flows and the added safety obtained by not changing the flood 
flow channel will justify a greater cost for a structure taking the 
irrigation water, whose flow is known, under the drainage chan¬ 
nel. The culvert form is u^ed when the elevation of the drainage 
channel is sufficiently below the bed of the canal to obtain the 
required waterway cross-sectional area without depressing the 
conduit below the bed of the channel. The inverted siphon form 
differs from the culvert form in the position of this conduit. The 
design of the culvert or inverted siphon is essentially the same as 
that used for roadway crossings (Chapter XI). Thfe conduit 
must be placed sufficiently low to have the entire cross-sectional 
area at least below the usual flood flow water level in the drainage 
channel or depression and preferably lower than the average level 
of the adjacent land; this is important, for if the conduit is placed 
too high it will cause backing up of the water on the upstream 
side, which may result in the flooding of land above. The hy¬ 
draulic computations involve a careful study of all available data 
to estimate the maximum flood 'flows which may be expected. 
The determination of the required cross-eectional area may be 
made on the assumption that for extraordinary floods the wat^ 
level at the inlet will be raised within a short distance of the top of 
the canal bank. Protection of the outlet is necessary where a 
high outlet velocity will be obtained. The outlet vdocity cap be 
reduced to a safe value if the conduit is placed sufficiently low to 
form the outlet as a bsdn depressed bdow the tmtui^dgprouiid 
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face mth tapering wings. With a properly designed outlet the 
velocity through the conduit of the culvert may be as high as 15 
to 20 feet per second. The inlet must be designed to give a 
strong connection with the canal bank. The liability of ob¬ 
struction by large debris carried by flood flows must be con¬ 
sidered in determining the size of the openings of the conduit, 
and may prohibit this type of structure. 

A simple pipe culvert in which the pipe entrance is depressed 
below the natural ground surface is illustrated by the type of 
structure used to carry small draftiage flow under the Dodson 


, - -OpentUi^BMd „ 



Elevation of Inlet End Elevation of Outlet End 

Fio. 87.—Pipe drainage culvert under Dodson North Canal. Milk River 
Project, Mont. 


North Canal of the Milk River project, Montana (Fig. 87). 
The conduit is 24 or 30-inch concrete or vitrified pipe, and the 
inlet is of grouted paving formed into a funnel-shaped entrance. 

An interesting type of large-size box culvert, combined with a 
sluiceway or wasteway outlet from the canal, is shown by the 
structure used at Dry Sheep Creek on the Interstate Canal of 
the North Platte project, Nebraska (Fig. 88 and Plate X, Figs. 
A and B). The culvert is designed for a maximum drainage 
flow of 2,400 second-feet; it is built in four rectangular compart¬ 
ments, and is depressed below the natural ground surface. The 
mlet has a special conical funnel shape, formed of a ring or weir 
wall along the edge, with inner warped surfaces. The outlet 
forms a gradually expanding section lined with concrete 6 inches 
thick for 80 feet downstream. The wasteway outlet from the 
canal discharges through an opening in the roof of each com¬ 
partment and serves the purpose of overflow spillway, wasteway 
and sluiceway. The canal outlet is divided by piers into four 
openings, each regulated by flashboards placed in grooires formed 
in the sides of the piers and by a Straight, screw-lift, cast-honi 
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ribbed, rectangular gate placed back of the flashboards. With 
the flashboards the depth of water in the canal may be regulated 
and the surplus flow passes through the undershot gate opening 
into the culvert. The ^flashboards may be entirely removed, 
and the outlet can then be used for a sluiceway. 



Fig. 88. —Dry Sheep Creek Culvert on Interstate Canal. North Platte 

Project, Neb. 


Overchutes or Flumes for Carrying Drainage Water over 
Irrigation Canals,—This type of structure requires that the bed 
of the drainage channel or depression be above the full water 
supply level of the canal. This condition will usually be obtained 
only for canals constructed on steep sidehills. It is used only 
<)feC}asionally and usually for small volumes of water. On a 
Jew projects it has been used to advantage to carry waste water 
from small laterals over main laterals to supply high land adjacent 
fo the main laterals, which could not be served from the main 
laterals. 

Overchutes are essentially short flumes over the canal, with suit¬ 
able inlet and outlet structures (Plate X, Fig. C). Where a 
high velocity at the outlet to the flume is produced by the steep 
grade or fall at the outlet, the flume may be a chute with the out¬ 
let formed as a stilling basin, or may be protected with riprap, 
paving, or concrete lining. A reinforced concrete overchute to 
cany Piyor Creek over the main canal of the Huntley project, 
Montana, is shown in Pig. 89. Pryor Creek is a torrential stream, 
with a maximum flood flow, since the construction of the flume 









Plate X. 




PiQ. Outlet of Dry Sheep Creek culvert on Interstate Canal. North 
Platte Project, Neb. 















Platx X. 
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in 1906, of 990 cubic feet per second in August, 1909. A design 
of wooden flutae overchute to carry storm water over the East 
Park Feed Canal of the Orland project is shown in Fig. 90. 



Level Cr0!(8&%8 to Let the Drainage Water in the Canal and 
in Some Cases thcouc^ the CanaL**^A level crossing is formed by 
allowing the drainage water into the canal and either carrying 
it in Idle canal or passing it through the canal. The following 
Goadithnis wiU control the design oi the crossing: 


Fio. 89.—^Flume £<» carrying storm water over canal west of Huntley. Huntley Project, Mont. 
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1 , The drainage water occurs during the irrigation period and 
at a time when there is a deficiency in the available water supply. 
In this case the drainage water is valuable in supplementing the 
deficiency, and at least part of the drainage water can be carried 
in the canal and the excess wasted through the canal either at a 
point directly opposite the inlet or at some wasteway below, if 
the carrying capacity of the canal down to that wasteway is 
suflScient. 


Qaantlttes in Oao Flume 



Section A-A Section 

Fig. 90.—Overchute wooden flume on East Park Feed Canal. Orland 

Project, Calif. 


2, The drainage water occurs during the non-irrigating period, 
and is not in excess of the carrying capacity of the canal. In 
this case it may be carried in the canal to the nearest wasteway, 
or may be passed through the canal. 

3. The drainage water is far in excess of the carrying capacity 
of the canal, or occurs in excessive quantities at a time when the 
canal may be operated at full capacity. In this case the drainage 
water must be passed through the canal. 

A level crossing in its simplest form may be a basin or reservoir, 
formed by damming the drainage channel or depression, into 
which the canal water enters and mingles with the drainage water, 
and from which the combined supply is taken out. The basin 
may be a small depression, in which the water backs up only a 
short distance up the channel, such as when formed by using the 
single doimhill bank of the canal for the damming of the channdi; 
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or may be a reservoir of sufficient size to act as a storage and 
regulating reservoir, or a settling basin into which the sand and 
silt may be deposited. When used as regulating and storage 
reservoir, it will usually be desirable to have regulating head- 
gates at the outlet to the reservoir, and in some cases it may be 
necessary to provide a wasteway. The use of such a reservoir 
may require the construction of a large dam involving consider¬ 
able expenditure, which should not be undertaken without a 
careful consideration of the advantages to be gained and of the 
suitability of the reservoir site. The experience on a number of 
projects has been in many respects disappointing, because of the 
large seepage losses. On at least two reservoir sites in California, 
formed in the foothill lands, excessive seepage losses were ob¬ 
tained, which materially decreased the value of these reservoirs 
for storage, the soil in these cases being underlaid in part by sandy 
strata. On a project in Idaho a foothill reservoir, formed at a 
great cost, proved to be practically worthless on account of the 
large seepage loss through the open lava soil and the fissured 
lava rock with which it was underlaid. Even under favorable 
conditions, these reservoirs will usually be comparatively shallow 
and will lose considerably by evaporation. A serious disad¬ 
vantage of allowing the irrigation water to spread out in a large 
basin or storage reservoir is that a large part of the flow entering 
the reservoir will be lost by evaporation and percolation at a 
time when there may be no inflow from drainage channels to 
balance it; in some cases it will be feasible to overcome this by 
using a by-pass canal around the reservoir or by confining the 
canal between two banks with an inlet from the canal into the 
storage reservoir or basin and an outlet from the reservoir into 
the canal. 

The usual type of level crossing where the drainage water is to 
be carried through the canal will consist of the inlet made in the 
upstream bank of the canal and the outlet made in the down¬ 
stream bank. The inlet is similar in construction to an overflow 
spillway. The outlet is either an overflow spillway, an automatic 
spillway, or a wasteway structure; the considerations determining 
the selection of the type and the details of design are essentially 
the same as those given in the discussion of wasteways. The 
canal bed between the inlet and outlet structures must be pro¬ 
tected by paving or concrete linii^, and will usually be depressed 
or formed as part of a channel through the canal, as illustrated by 
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the level crossing used on the Umatilla project (Fig. 91 and Plate 
X, Fig. D). In this structure the floor and side slopes are all 
protected with concrete lining, with cut-off toe walls along the 



edges necessary to gnard agiuust undermining. The de- 
pre8se(^i>aain is formed between two raised in the floor d tJie 
eaaalt and of sufficient depth to pve a discharge capacity 
putlet gates in the banh d the canal of 300 8econ(Meet» trhen thp 


Fig. 91.—Level drainage and wasteway T" 'latdla Project, Wash. 
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water level in the basin is level with the crest of these sills. This 
permits the discharge of this volume of flood flow through the 
canal, during the period when the canal carries no irrigation water, 
without any flood water passing downstream into the canal. 
The only purpose apparently of the notch in the upstream raised 
sill is to drain out of the canal the water held back by the sill. If 
it were necessary to operate the canal with a small flow for 
domestic water a similar notch would be desirable in the down¬ 
stream raised sill. The outlet through the canal bank may also 
be used for wasteway to discharge the entire full supply canal 
capacity of 300 second-feet, for which purpose the upstream raised 
sill will then prevent the excessive drawdown of the water level 



in the canal above. The drain under the floor of the canal will 
discharge smaller flows in the drainage channel. 

The same form of structure has been designed for a number of 
level crossings and wasteways on the Milk River project, Mon¬ 
tana, with in some cases automatic balanced gates iij the outlet 
openings through the canal bank, of the type previously described 
in the discussion of sluiceways and wasteways. 4 

An interesting type of automatic escape for a drainage crossing 
installed for the Springdale Ditch Co. of Colorado is shown 
in 1%. 92. The structure is installed at the junction of Spring- 
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dale ditcli, whose capacity is 75 second-feet, with Pawnee Creek, 
which is ordinarily dry but is subject to sudden periodic floods. 
As shown in the sketch, the creek channel is used for a short dis¬ 
tance to convey the ditch water. The structure has six auto¬ 
matic floodgates and two sluicegates. Each floodgate, made of 
^-inch steel plate, stiffened with angles placed diagonally and 
along the edges, is hung at the top to a 1-inch shaft and when 
released swings out. The gate is held in place by a 6-inch chan¬ 
nel, placed on the downstream side, whose lower end is connected 
with a pivot joint to an anchor below the sill of the gate and whose 
upper end engages with a catch or tripping device. About 
of the entire water pressure on the gate is transmitted to the 
shaft on which the gate is hung, and about is trans¬ 
mitted to the lower part of the channel very near its pivoting 
point; because of the large leverage thus obtained, only a com¬ 
paratively small force is exerted at the tripping connection with 
the upper end of the channel. The tripping device can therefore 
be released by a small operating force. For one of the six gates 
the tripping device is connected to a wooden float on the upstream 
side, while for the others the tripping devices are all connected to 
a log float on the downstream side. 

Simple forms of inlet for small volumes of drainage waters 
which may be discharged into the canal and not carried through 
the canal consist of a shallow cut made in the uphill bank, pro¬ 
tected with concrete lining or rock paving extending down the 
overpour canal slope, over the canal floor and up the opposite 
canal slope. Fig. 93 shows this form of inlet used on the Lower 
Yellowstone project, Montana. The inlet may be made with a 
pipe through^the upstream canal bank, but this form is not us¬ 
ually desirable because of the liability of obstruction by d6bris. 

Coinparative Merits of the Different Types of Crossings.—^A 
comparison of the different types of drainage crossings to deter¬ 
mine the type to be used must depend on the considerations 
stated above and on a cost comparison. 

The fourth, fifth and sixth types which require that the drain¬ 
age flow be carried either under, over, or through the irrigation 
canal in channels of a limited size have the disadvantage that 
except for very minor drainage flows the safety of the structure 
depends on the volumes of maximum flood flows, the estimate of 
which is Teased on a number of uncertainties. The use of level 
or inlet crossings for the addition of drainage water to the ini- 
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gation water may in some cases be desirable to supplement the 
available water supply, but where the drainage water occurs at a 
time during the irrigation period when it is not desired, the safety 
of the system is increased, and conditions for operation are more 
favorable if the drainage water is not allowed to enter the canal. 

I 



Fig. 93.—Inlet crossing at Coal and Blacktail Coulees. Lower Yellow¬ 
stone Project, Mont. 


The use of inverted siphons to carry the irrigation water across 
a drainage channel, with the pipe line constructed under the 
stream bed, leaves the waterway of the drainage channel unob¬ 
structed, but there may be certain conditions, previously stated 
in Vol. II, Chapter X, which may make it preferable to carry the 
pipe line on a bridge or on piers above the drainage 'Waterway. 
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DROPS AND CHUTES IN CANALS 

A drop is a structure designed to discharge the water in the 
canal from one level to a lower level by a vertical drop. Usually 
the drop is formed of: the breast wall across the canal; the inlet 
wings and floor on the upstream side; the two side walls on the 
downstream side; the floor and water cushion, at the toe of the 
breast wall to receive the falling water; the outlet wings and the 
outlet floor. 

A chute is an inclined drop formed by an open canal placed 
on a steep graded and lined with concrete, wood or sheet steel, so 
as to resist high velocities, or by a pipe connecting the upper 
level to the lower level. 

These structures are used where it is necessary to adjust a canal 
to the topography, or where a natural drop occurs in the surface 
of the ground on the line of the canal, or where an excess in grade 
must be taken up. 

The grade to be given to a canal will depend on the location of 
the canal, the velocity which the material will stand without ero¬ 
sion, and the form of the cross section. Where a canal is located 
on a ridge it is desirable if possible to select for the grade of the 
canal a grade equal to that of the ridge; if that grade is flat the 
use of a comparatively deep cross section may be necessary to 
obtain as high velocity as possible; if that grade is steep the use of 
a shallow and wide cross section may produce a velocity which is 
not excessive; but the extent to which the velocity can be regu¬ 
lated by changing the form of the cross section is not very great. 

The use of a flatter canal grade than the surface grade on the 
line of the ridge requires that the excess in grade be taken up 
at certain points on the canal by the insertion of falls or chutes. 
Directly below a drop the canal will be deep in cut; from this 
point downstream the depth of out decreases and the canal bed 
if continued would have to be car!riod in embankment; a second 
drop should be inserted before this point is reached on account of 
the dangers of breaks where the canal is all in embankipent. 



Plate XL 



Fig a —Series of drops on C^minche Canal in hardpan formation. 
Arkansas Valley Sugar Beet & Irrigated Lands Co , Colo. 



fm 4 B.--^erie3 of drops on Oomaache Canal looki^ dowA«tr^m. 
Arkansas Valley Sugar Beet & irrigated Lands uo.« Colo 
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Wh^re the canal is located on a side hill on a line of excessive 
grade or where it must be located to connect two fixed points 
whose difference in elevation is greater than can be used for the 
canal grade, falls are necessary, and when located at favorable 
points they may be used to advantage in obtaining an economic 
location. Falls may also be necessary when a small canal is to be 
enlarged to carry a greater volume of water, when the resulting 
velocity corresponding to the grade formerly used will be in¬ 
creased to a greater value than the material will stand. 

Location of Drops and Economic Height of Drops.—The proper 
location of drops will depend on the topography. Where the 
slope of the surface of the ground along the line of the canal is 



• , _ 

Avarage Section on Canal 


Eelght of Drop 

Diagram for Coot at Drops 

Fig. 94.—Diagrams to illustrate the determination of economic 
height cf drops. 


irregular, there will be favorable points such as an abrupt drop, 
which will indicate the position for a drop. Where the slope is 
uniform, drops will be spaced at about equal intervals and of 
about equal heights (Fig. 94). The choice will be between high 
drops spaced far apart and a greater number of low drops spaced 
closer together. Low drops spaced close together;will give a 
greater total cost of drops, but a smaller volume of excavation. 
Unless the excess in grade is very great, low drops will qsually be 
n»ore economical. In any case there is an economic height of * 
which win give the ndnimma total cost. This is deter^ 
min^ as fellows (Fig. 94): 
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Let d « minimum depth of cut of canal or cut on upstream 
side of drop in feet. 
b « bottom width of canal in feet, 
n : 1 == side slopes of canal. 

A = average area of canal cross section in cut in square 
feet. 

h = height of one drop in feet. 

I = total length of canal considered in feet. 

H = total excess fall in length I in feet. 

V =? total volume of excavation in cubic feet. 

Cl ~ cost of those elements of a drop which are common 
to drops of any height, such as part of the cost of 
the wings, side walls, floors, etc. 

X ~ a constant depending on the type of drop. 

C 2 == cost of a single drop. 

Cz — total cost of drops in length L 
Cb = cost of excavation per cubic foot. 

C 4 == total cost of excavation. 

C ~ total cost of drop and excavation. 

The cost of a single dro^ may be expressed by the equation: 

C 2 =Ci + Kh 

To determine the value of Ci and K the type of drop must be 
decided and the cost of drops of various heights estimated. 
These costs with the corresponding heights are plotted and the 
I>oints obtained joined approximately by a straight line. The 
intersection of this line with the cost axis will give Ci and the 
slope of the line will give X. 

The relations between the different elements are: 

A = (d + I) [(6 + n((i + ^)] 

C 4 ■= lAC, = JC.(d + I) [(i» + n{d + 1)] 

« ~{Cx + Kh) 

C - O, + Ci « ~ + ZC.[(w + ^ + n{d + |)*] 

To obtain value of h which will ^ve mimmum total coat, takd 
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first derivative of C with respect to ft, place the result equal to 
zero and obtain 



Principles of Design.—The effects of a drop on the flow of 
water in the canal and the dynamic forces which must be specially 
considered in the design are the following: 

First .—The effect on the velocity of flow on the upstream side 
of the drop. 

Second. —Effect of force of impact produced by the water fall 
at the foot of the drop. 

Third. —Erosive effect of eddies and irregular currents pro¬ 
duced at the outlet to the drop floor or water cushion. 

First .—Effect of Drop on Velocity of Flow on the Upstream 
Side of the Drop.—When the water passes over a weir wall or 
over the raised crest of the breast wall of a drop, beginning at a 
short distance upstream from the crest of the fall, the water sur¬ 
face begins to drop down, so that the depth of water directly at 
the crest may have a minimum value of only % of the full depth 
obtained above. This local action increases the velocity, but it 
extends only a few feet upstream of the breast wall; it cannot be 
prevented, and if the increase in velocity corresponding to the de¬ 
crease in depth produces a velocity which is too high, the bed of 
the canal may have to be protected against erosion by a short 
floor on the upstream side. Without this floor, a shallow cavity 
may be washed out on the upstream side of the breast wall. The 
term depth of water on the crest of a weir or drop, as generally 
used, refers to the full depth of water measured a short distance 
upstream from the crest before the point where the water surface 
begins to drop. A more serious effect occurs when the width or 
crest length of the drop is so large that the depth of water on the 
crest required to pass the volume of water in the canal is so small 
that the drop in the water surface causes a decrease in the water 
cross-sectional area with an increase in velocity, which may have 
a marked effect for considerable distance upstream and result in 
erosion of the bed and banks. This action will hot occur if the 
drop is designed to make the discharge over the drop and the 
carrying capacity of the canal equal when the level of the surface 
of the water is the same at the^rop as it is in the canal. This 
may be obtained by three forms of design: (A) By the use of 

15 
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contracted length of crest (Plate XI, Fig. D). (B) By the use 
of a raised crest (Fig. 95). (C) By the use of a notched breast 
wall (Plate XII, Figs. A and B). 

(a) Use of a Contracted Length of Crest of Drop.—With this 
form the crest of the fall is level with the floor of the canal; the 
depth of water on the crest of the breast wall is the same as the 
normal depth in the canal, and the length is computed for this 
depth of water and the corresponding carrying capacity of the 
canal. For this computation the flow is considered as that over 
a weir, although in this case the weir crest is level with the bed of 
the canal and gives a weir of zero height. For these conditions of 



Fig. 95.—^Raised crest of breasft wall of drop to prevent increase in velocity 

upstream. 

flow there is practically no experimental data to determine the 
coefiicient C in the commonly used weir formula: Q = CIH^. 
BeUassis states that for these conditions there is no local surface 
fall of the water surface such as occurs in ordinary weirs and pre¬ 
sents a formula, which reduces to 

Q - 4.751H^^ 

where H is the head on depth of water measured at the edge of 
the drop. 

Bazin’s formula for a weir height of zero reduces to 
Q « 5.mH^ 

These special values of the coefficient apparently permit the us© 
of these formulas with no correction for the velocity of approach. 
With low drops the water level on the downstream side may be 
above crest of the drop, in which case the conditions are those 
of a submerged or drowned weir, for which various formulas may 
be used. Clomens HerScfaePs formula has the advantage of sim-^ 
and will give results Wefl within ^ degree d MmMy 




Plate XIL 



Fia. A—Reinforced concrete notched drop. Twin Falls Salmon River 
Land & Water Co, Idaho. 












Fig. C.—Fifteen and one-half foot plain concrete drop. Modesto Irrigation 
District, Calif. 



Iia. 0,—Edaforeed conerete d^op, Modwto Irrigation District* CWif. 
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required. It has the following value for a thin-edge or sharp-edge 
weir: 

Q = B.SZliNH)'^ 

where H is the head on the crest of the drop and TV is a coefficient 
which depends on the proportional submergence and for which 
values have been given in the discussion of diversion weirs. The 
effect of submergence is small unless the depth of submergence is 
a large proportion of the total depth of water on the crest. A sub¬ 
mergence of less than 15 per cent, does not affect the discharge 
any appreciable extent; submergences of 25 per cent, and 50 per 
cent, give values of N equal to 0.98 and 0.89, respectively. These 
results indicate that for a proportional submergence of less than 
25 per cent, it would be sufficiently accurate to use the free dis¬ 
charge formula. 

To adapt Clemens Herschel's formula to weir crests other than 
a thin edge weir, the coefficient C used for weirs with free dis¬ 
charge may be substituted for the special value 3.33. The 
formula may therefore be written: 

Q = 4.75l(NH)^^ 

for the submerged weir of zero height. 

The disadvantages of the above form of drop are: 

First ,—The length of crest corresponds to the depth of water 
in the canal for which it was computed and only works correctly 
for that depth. 

Second, —^Length of the crest wall is less than the average width 
of the canal. This produces a contraction in the cross sectional 
area of the channel at the inlet to the drop and requires an ex¬ 
pansion on the downstream side of the drop which causes eddies, 
making it more difficult to overcome the resulting erosion at the 
outlet to the drop and to bring the flow back to its normal 
condition. 

(6) Use of a Raised Crest. —With this form a length of breast 
wall greater than the contracted length obtained hy the above 
method is used and the crest of the breast wall is raised to a 
height which will hold the water level on the crest to the same 
height as in the canal above. The width of breast wall is usually 
made equal to the average width of the canal. The height of 
water Hi on the crest of the raised sill is then computed for this 
selected length and for the required carrying capacity (Kg- 95). 
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For these computations it will be sufficiently accurate to use the 
simple weir formula, corrected for velocity of approach when 
necessary. The equations are then: 


/Q\H 

H 1 = for no end contractions and no velocity of approach. 


Hi == ^ — h for no end contraction, with velocity of 

approach. 

h « velocity head where v == velocity of approach. 


If Z> « depth of water in the canal, then the crest is raised a 
height above the floor of the canal equal to H 2 = Z) — Hi. The 
value of the coefficient C may be taken as 3.33 for a thin sharp- 
edged, raised crest, such as when the raised crest is formed by 
flashboards placed vertically or for a vertical rectangular wall, 4 
to 30 inches thick, with sharp edges when the depth of water on 
the crest is equal to at least twice the thickness of the wall; round¬ 
ing the upstream corner on a 4-inch radius, gives a value of about 
3.60, and decreasing the depth of water to a value equal to about 
the thickness of the wall gives values of about 2.90 for sharp 
corners and 3.10 for rounded, upstream edge. Where the drop 
is submerged to a depth greater than about 25 per cent., the equa¬ 
tions are modified as indicated above. 

The objections to this method are: 

First .—The height of the raised crest is correct only for the 
carrying capacity of the canal for which it has been computed; 
unless it is a movable crest which may be adjusted for any height, 
such as by the use of flashboards. 

Second .—The raised crest, if stationary, holds a body of water 
in the canal, which cannot be drained and which favors a deposit 
of silt when the canal is operated at a fraction of its full capacity 
with a corresponding lower velocity. This can be remedied by 
making a part or the entire raised crest removable. 

Third .—It increases to a small extent the height and length of 
the breast wall; but the extra cost of the breast wall as compared 
to that of the contracted length used in the first method may be 
more than balanced by the shorter length of wing walls required 
to make connections with the canal. 

the advantage of a raised crest drop is that the channel is not 
contracted, which produces less tendency for erosion by eddito at 
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the outlet. It is well adapted to locations where the drop is to be 
used also for a check gate by regulating the inlet with dashboards 
or gates placed at the crest. 

(c) Use of a Notched Breast Wall (Plate XII, Figs. A and B).— 
This is obtained by extending the breast wall above the canal 
bed up to full supply level and dividing it into one or more 
trapezoidal notches separated by trapezoidal piers. The short 
base of the trapezoidal notch is level with the floor of the canal 
and the sides of the notch spread out toward the top. The 
object of these notches is to regulate the flow over the drop so that 
for any discharge of the canal, the depth of water on the crest 
at the notches is maintained equal to the corresponding normal 
depth in the canal. To obtain equal depths of water at the drop 
and in the canal for every discharge of the canal would require a 
notch whose side would not be straight lines but concave curved 
lines which, however, do not deviate very far from straight lines 
properly placed. The design of the notched crest wall requires 
the selection of the total length between side walls, the number 
of notches and the dimensions of the notch. The selection of 
the number of notches is not dependent on theoretical considera¬ 
tions, as the entire flow could be regulated with one notch as well 
as a number of notches; the practical advantage obtained by 
using a number of notches is the division of the flow into smaller 
volumes, the discharge of which produces less severe action on 
the downstream side of the fall. On the other hand, narrow 
notches may be obstructed by material transported by the water. 
For the approximate determination of the controlling dimensions, 
subject to modification based on accurate computations for 
the notch openings, the following empirical rules have been 
recommended as representing the practice in India: 

1 . Make the total length of breast wall between side walls 
equal to about the bottom width of the canal. 

2. The top width of the notches should not exceed the depth 
of water in the canal and may be from % to 1 times the depth. 

3. The top length of the crest of the piers separating the open¬ 
ings should not be less than the depth of water. * 

4. The number of notches obtained from the above conditions 
is equal to about the bottom width of the canal divided by l}i to 

times the depth of water. 

The din^ensions of the notch openii^ which m^st be obtained 
are the depth, which is usually equal to the full depth of water in 
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the canal, the bottom width and the slope of the sides, which are 
computed from the equation of flow through notches. This 
equation derived below contains two unknown quantities; the 
bottom width and the side slope. The solution of the problem is 
obtained by applying the equation to two special cases, for each 
one of which the carrying capacity and the corresponding depth 
of water are known. These special values should be selected to 
represent the prevalent conditions of flow. The general equation 
for free discharge through a notch, neglecting the velocity of 
approach, which has little effect when it does not exceed about 
3 feet per second, is derived as follows: 
b = bottom width of notch, 
n : 1 = side slopes of notch. 

H = full supply depth of water corresponding to full 
discharge Q. 

Hi and H 2 = depth of water for special cases corresponding to 
discharges Qi and Q 2 and obtained by Kutter 
Chezy^s formula. 

Cl « coefficient of discharge. 

The differential discharge for a differential area equal to the width 
of the notch at a depth y below the top of the notch where H is 
the depth of the notch is then: dQ = dyCi[b + 2n{H — y)]y/2gy 
by integration between limits of y ^ H and y = 0. 

Q = = 5.35Ci(6H^ + 

When the velocity of approach is not neglected, the formula takes 
the more complicated form: 

0 - 6.36Cij6[(/f + A)’* - - 

2 n[ - Uh^ - I {(H + - A^}] j 

When the notch is submerged the formula for flow may be 
derived by considering the notch in two parts. The discharge 
of the part which is submerged is equal to that of an orifice whose 
area is equal to the submerged area of the notch, and the head is 
taken as equal to the difference in elevation of the water levels. 
The discharge of the part which is above submergence or above 
the dowpatream water levd is equal to that of a free fall for a 
nuitoh whose diwettsions are those above the plane of submergraee. 
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Neglecting the velocity of approach, the entire discharge for the 
notch is obtained by a formula which reduces to: 

Q = 6.35C'i\/5~^j&(H + y) + 

2n[^ + H,(H - H.) + 0A(H - ff.)*]) 

Where H, is the depth of submergence above the base of the notch 
or the height of submergence, and H — H, is the difference in 
water level. 

The coefficient of discharge Ci for notch drops on the Sirhind 
Canals in India was found by Mr. Burton to range from 0.662 
to 0.676 where the corrections for velocity of approach were made. 
Mr. A.G. Reid in Punjab Irrigation Branch Paper No. 2, on notched 
falls states, that if the velocity of approach be neglected the fol¬ 
lowing values should be used: Ci == 0.70 for notches on distribu¬ 
tary canals = 0.78 for notches on main canals. With the lower 
value neglecting the velocity of approach and for free fall the 
equation becomes : 

Q = 3.75 + |nH«) 

Applying this equation to two special cases, the results are: 

Solving for 6 by equalizing the values for n, the result is: 

- AHi^ 

Substituting the value of b in either of the above equations will 
give the value of n. 

It will usually be sufBiciently accurate to ne^ect the velocity of 
approach. For more accurate results the dimensions may be ob¬ 
tained in the same manner by using the formula in which the ve¬ 
locity of approach is included. 

The dimensions of the notch are obtained by the computations 
based on two depths of water with their corresponding discharges. 
When the notch is submerged for both dept^ oi water, the for¬ 
mula for submeiged flow must be used for the two depths lielected. 



IRRIGATION STRUCTURES 


When the notch is submerged for the greater depth selected and 
not submerged for the smaller depth, the solution requires the use 
of the formula for submerged flow for the greater depth and that 
for free flow for the smaller depth. 

In all cases the best depths to be selected are those which will 
give a trapezoidal notch conforming as nearly as possible to the 
notch with curved sides theoretically correct for all depths. 
The depth of water will vary from the larger depth corresponding 
to the full supply capacity of the canal to the smaller depth cor¬ 
responding to the minimum working capacity of the canal. The 
form of notch which will best fit the variable flow between the 
above limits is obtained when the dimensions are computed for 
depth H\ and ffa, representing respectively the height of water 
level below the full supply level by the fluctuation in water 
level, and the height of water level above the low working level 
by 34 libe fluctuation. 

If jff = full supply depth of water in canal 
jffo = low working depth of water in canal 
then - }4(H - Ho) 

^2 = Ho + 34(H “ Ho). 

Where there are no diversions from the canal above the drop, 
the notches will regulate the water level so as to prevent any ap¬ 
preciable drop down in the surface of the water, but where there 
are intermittent diversions through lateral gates above the drop 
the regulation is not so close. The diversions will cause fluctua¬ 
tions in the flow of the canal, which, when the notch dimensions 
are determined for a full depth of water corresponding to the 
maximum flow, with the takeout gates shut, will cause a drop 
in the water level at the points of diversions, resulting in an 
increased velocity upstream, with the possibility of erosion and 
making it more difficult to deliver full supplies through the gates. 
To prevent this, the notch could be designed for a maximum flow 
equal to the full supply capacity at the drop when the gates are 
opened, but this may not be desirable, as it may result in the 
backing up of the water to a dangerous height in the canal above 
the drop, when the canal carries the full capacity with all lateral 
gates shut. The better practice is to design the notches for the 
full majdmum capacity of the canal and to provide for regulation 
of the water level by reusing the base or sill of Uxb notck with 
stop piatdcs Or fiae^bcwds. 
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The above conditions will frequently occur, because a drop is 
usually located at a point on the canal line where the water cross 
section on the upstream side is mostly entirely in embankment 
and this is favorable for the location of lateral takeouts near 
the upstream side of the drop. 

The low working depth of water in the canal is best obtained 
from a knowledge of the smallest capacity it is practicable to 
operate the canal; empirical values of not more than nor less 
than the full supply depth have been recommended by 
A. G. Reid in his paper on Notched Falls. 

To complete the notch a semicircular lip, flush with the base 
of the notch projects horizontally on the outlet side of the open- 



Fig. 96, —Details of tjrpical notch for drop. India. 


ing. The object of this lip is to spread the water in a fan-like 
shape to decrease the force of impact and erosive power of the 
falling water. The disadvantages of a notch drop are the greater 
diflSculty and cost of construction and that when the conditions 
of flow are such as to require the regulation of the water level by 
the insertion of horizontal dashboards at the base of the notch 
this interferes with the correct aption of the notch Opening and 
may^ destroy the effect of the lip. These conditions frequently 
exist on laterals where the drop is to be used also as a cheek gate; 
as is often the case when the flow of water is variable and it is 
necessary to maintain the level at a height sufficient to deEver 
required volume through lateral faeadgates m the upstream 
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side of the drop. Where such conditions exist, the regulation 
may be obtained with a drop having a breast wall equal in length 
to about the average width of the canal, with a removable or 
adjustable raised crest; usually formed by dividing the length of 
the breast wall by piers or frames into sections or panels, forming 
openings of such sizes which may be regulated by horizontal 
flashboards or gates. 

The details of a standard form of notch opening for drops on 
large distributaries in India, according to Lieutenant Colonel J. 
Clibborn, are shown in the accompanying drawing (Fig. 96). 
The vertical plane of the profile of the notch is from 6 inches for 
small to 18 inches for large drops from the downstream face of the 
breast wall; this represents about or a little less than the 
thickness of the piers or projections of the breast wall which sepa¬ 
rate the openings. The edges of the piers are curved with arcs 
of circles on the downstream and upstream side; the center of 
these circles are all in the vertical plane of the profile of the notch. 

Second .—^Effect of Force of Impact Produced by the Water-fall 
at the Foot of the Drop.—^This effect is less severe with notched 
drops than with the other forms of drops because of the fan-like 
spread given to the water "by the lip placed at the base of the 
notch. With a raised crest drop the height of fall is increased 
a small ainount, but the smaller depth of water on the crest and 
the longer crest length product less impact force and less tend¬ 
ency for erosion by eddies than with a contracted crest. Three 
methods have been used to resist the force of falling water: (a) 
The use of a strong floor without a water cushion. (6) The use 
of a floor protected with a water cushion, (c) The use of a baffle 
wall or gratings placed above the floor across the path of the 
falling water to break the fall of the water. The use of a floor 
protected by a water cushion is the usual form of construction. 

(a) Floor and Water Cushion.—The length and thickness of 
the floor and depth of the water cushion will depend on the char¬ 
acter of the foundation and the material used for construction 
and on the force of impact of the falling water, which is propor¬ 
tional to the height of fall and the discharge. Wood will resist 
impact and erosion better than concrete, especially when the 
water carries sand or gravel, and a wooden floor bolted to a con¬ 
crete floor may be used to advantage to protect the concrete, 
although a water cushion will usually be more desirable. The 
iwater cushion is usually a basin depressed below the downstream 
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bed of the canal, but may be an elevated basin above the banal 
bed, formed by a cross wall at the downstream end of the basin; 
while it decreases the required height of side walls and breast 
wall, it creates a secondary smaller fall, which is not desirable. 
The length of the water cushion should be at least sufficient to 
receive the sheet of falling water at about its center; this may 
be computed by a consideration of the equation of the path of 
falling water in the same manner as for diversion weirs (page 
36) described. The equation reduces to the following form: 

a: = 0.385cVHy 

where H is the depth of water on the crest of the drop measured 
a few feet upstream, which may be corrected for velocity of 
approach. 

C is a coefficient used in the formula for discharge over weirs. 

z = horizontal distance at which water strikes when falling 
through height y. 

The coefficient C will be about 3.33 for a sharp-edged raised 
crest, and about 4.75 for a drop with crest flush with bottom of 
canal. Using a value of 4.00, the length of the water cushion L 
will then be 

L = 2x = zVhF 

where F is the fall measured from the upstream water level to the 
downstream water level. 

Where the area of waterway at the crest is divided into open¬ 
ings or panels separated by buttresses or frames for the insertion 
of flashboards to use the drop as a check gate or to regulate the 
height of the raised crest, the above formula also applies. When 
the panels are regulated by gates which discharge the water 
through the opening under the lower edge of the gate, the velocity 
will be that through an orifice and the distance out that the sheet 
of falling water will strike the downstream water level will bo 
maximum when the gate is nearly closed. The head on the center 
of the opening m,ay be taken as equal to the full depth of water 
in the canal above, and the height of fall approaches the differ¬ 
ence in elevation between the center of the opening and the water 
level in the water cus hion. The maximum velocity will then be 
approximately v « ^/2 gH; t he corresponding equation of falling 
water curve is a? which, for the maximum height of 

lal!| g^ves a hoxisontal distance from the crest of the breast wall 
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to the point where it strikes the water cushion equal to 2"s/HF* 
If the length of the water cushion was obtained for the full flow 
of the canal passing over the crest of the drop, not obstructed 
by the gates, it would receive the falling sheet of water of the 
smaller flow delivered under the gates at a distance above the 
downstream end of the cushion equal to VffF about % of 
its length. This margin is considered sufficient, as the volume 
of water thus discharged is comparatively small and will pro¬ 
duce a much smaller impact than the full flow for which the 
water cushion is designed. A number of empirical rules have 
been suggested, but it is believed by the writer that the above 
method of deduction is more logical. 

The depth of the water cushion varies widely in practice. 
It will usually average about ^ of the height of fall 
measured from the upstream to the downstream water 
level. A more logical rule which would take into considera¬ 
tion not only the height of fall but also the discharge is 
obtained by making the depth of the water cushion equ al to 
^ the length given by the above formula, or about }iy/HF 
Where the water cushion terminates at the downstream end with 
a vertical wall, at right angles to the floor, this obstruction pro¬ 
duces eddies which makes it more difficult to obtain a regular flow 
at the outlet; this action can be decreased by sloping up the down¬ 
stream or }4 of the floor of the water cushion to bring it 
level with the bed of the canal. 

The floor of the water cushion of a concrete drop is usually 
made 12 inches thick, reinforced both ways with % to %-inch 
bars, spaced 12 inches apart. There is no uniform practice re¬ 
garding the placing of this reinforcement; it is placed near the 
upper face or lower face of the floor or halfway between. Where 
the floor is on rock a thickness of 6 inches without reinforcement 
may be sufficient. The floor of drops of small height and for 
small volumes of water, such as used on small laterals, may be 
mede 9 inches thick, but seldom less than this, and must be rein** 
forced with some form of wire mesh. For very large drops and 
Virhere the foundation is not firm soil, it may be desirable to in* 
crease the thickness to 18 or 24 inches. Where a portion of the 
floor forms part of the footing of buttress walls, breast wall or 
mde walls, the design of these walls and of their footings xmy 
determine the thickness and reinforcement of the floor* 
fhm without wster cushion are s^om Used in the 
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States, except for comparatively small drops or where the bed 
of the canal on the downstream side is on firm rock. Mr. W. G. 
Bligh, retired executive engineer of the Indian Public Works 
Department, states that the use of water cushions is not necessary 
with a notch drop and that it adds to the expense, as it increases 
the height of the breast wall and side walls. He recommends 
that the thickness of masonry floors, formed of durable stone set 
in mortar and grouted with cement, be made equal to \^H + F 
and the length equal to 2{H + F) where H is the head of water 
or depth of water on the crest of the drop andF is the fall measured 
from the crest of the drop or base of notch to the floor. The 
thickness obtained by this equation will give results several 
times greater than that used for reinforced concrete drops, con¬ 
structed without water cushions in the United States. For low, 
small drops this thickness is made about 12 inches and for the 
larger drops seldom exceeds 18 inches. 

(b) Baffle Walls and Gratings.—The use of baffle walls or 
gratings placed above the water cushion across the path of the 
falling water for the purpose of breaking the fall of the water 
has been used in very few cases and is not usually desirable. It 
is illustrated by the drop with baffle wall on the Comanche 
Canal in Colorado described farther. Another example is a drop 
built by the Reclamation Service on the Uncompaghre Canal in 
Colorado, where the grating was formed of 40-pound rails, spaced 
8 inches apart, placed above the water cushion. It was found 
that this grating produced vibrations which made it necessary 
to remove them. Another form of grating which was used for 
canal drops in Upper India, but has now been abandoned, con¬ 
sisted of tapered, narrow, wooden beams, with the broad ends 
placed on the crest of the drop and sloping upward on the dowp- 
stream side of the crest, with the narrow ends extending up to 
full supply water level. These beams form an arrangement 
similar to the teeth of a comb and divide the flow into a large 
number of smaller streams, thus decreasing the force of impact of 
the falling water and holding up the water level on the upstream 
side. The action is similar to that of a large number of narrow 
notch openings and is different from that of a baffle wall or grat¬ 
ings placed across the path of falling water. The design and 
Spacing of the openings formed by the tapered bean^ is fully 
discussed in P. J. Flynn’s book on Irrigation Canals and Other 
lidi^daon Works. The main objections to this type of structure 
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are the difficulty of construction and the narrow openings 
which would probably be easily obstructed by the material 
carried by the water. 

Third ,—^Erosive Effect of Eddies and Irregular Currents 
Produced at the Outlet to the Drop Floor or Water Cushion.— 

The water cushion and floor resist the impact of the falling water 
and breaks up its force, but does not destroy irregular currents 
and eddies whose erosive action is active for considerable distance 
below the downstream edge of the water cushion. The extent 
of this erosive action will increase with the height of fall and the 
degree to which the water area is contracted by the drop. The 
necessity of protection will depend on the character of the material 
in which the canal is formed. In some cases where the material 
is rock or firm soil, no protection is made, but ordinarily some 
protection is needed. This protection consists of a revetment or 
lining of the canal, bed and sides, with brush, riprap, or concrete. 
For average soil conditions this protection should extend below 
the downstream end of the water cushion for a distance equal to 
at least the length of the water cushion. When made of con¬ 
crete, this lining is usualljr 3 to 6 inches thick and preferably 
reinforced with a wire mesh or other light reinforcement. To 
avoid cracking due to settlement, it is necessary that the con¬ 
crete lining be placed on the undisturbed earth surface or on 
thoroughly compacted soil. The end of the lining terminates in 
a cut-off wall which extends into the earth a depth equal to about 
3^ the depth of water for an average clay loam and to the full 
depth of water for a loose sandy soil. 

DETAILS OF DROPS AND PRINCIPLES OF STRUCTURAL DESIGN 

The f)arts of a drop are: 

(a) The breast wall. 

(5) The upstream floor placed at the level of the canal bed. 

(c) The water cushion and downstream floor. 
id) The side walls and wing walls. 

(e) The upstream and downstream cut-off walls. 

(/) The protection of canal beds and sides at the outlet to the 
water cushion. 

A drop may include all of these parts or may be formed with 
some of the parts omitted. The simplest form of drop consists 
of: the breairt wall, extending well on each side into the canal 
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banks to act also as cut of walls and a short section of lined canal 
on the downstream side of the drop, formed by a floor and sloping 
side walls. This type of drop without a water cushion is illus¬ 
trated by the notch drop of the U. S. Indian Reclamation Service 
(Fig. 103). To form a water cushion the upstream end of the 
floor next to the breast wall should be placed below the grade of 
the canal bed and may slope up to be flush with the canal bed at 
the downstream end. To prevent underwashing at the down¬ 
stream end of the floor and side walls, a cut-off wall should ex¬ 
tend into the canal bed and banks of the canal. The sloping side 
walls take the place of the usual side walls and wing walls, giving 
a more economical drop. In order to prevent cracking due to 
settlement, the concrete side walls should be built on thoroughly 
settled slopes; the transversal reinforcement should be continuous 
with that in the floor and the longitudinal reinforcement in floor 
and side walls should extend into the breast wall to give the re¬ 
quired connection. 

The structural design of the parts of a drop involve a con¬ 
sideration of the pressures on the several walls and their design 
according to the resulting stresses. 

The breast wall is designed as a retaining wall. When the upper 
edge of the wall terminates at the canal bed it is designed to re¬ 
sist the"^earth pressure from the crest down to the floor of the water 
cushion. When the breast wall extends above the canal bed, as in 
raised crest drops, notched drops, or by piers extending up to the 
upstream water level, the wall must be designed for the hydro¬ 
static pressure as well as for the earth pressure. When the piers 
or frames extending up to the water level form the support for 
gates or dashboards, the hydrostatic pressure on the gates or flash- 
boards must be added to the pressure on the piers themselves. 
The most economical design for low breast walls is usually that 
of a cantilever wall fixed at the bottom. High breast walls may 
be more economically designed as a vertical slab supported at 
the top to a beam formed in the crest of the wall and fixed at 
the bottom to the floor, or may be designed as a buttressed re¬ 
taining wall. The most economic design for comparatively high 
narrow breast walls may be that of a beam slab supported at the 
two ends to the side walls, resisting a pressure varying in intent 
sity from a maximum at the bottom to a minimum at the crest. 
The piers of a notched drop are usually designed as caUtileveys. 
When the last three forms of design are used, it is important 
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that the tendency of overturning of the entire structure be inves¬ 
tigated and that the breast wail with the wings and side walls be 
connected to act together and give a total weight which, with the 
earth pressure, will make the resultant fall within the middle 
third of the floor. 

The design of the walls may be controlled not by the ordinary 
earth pressure but by the semi-liquid mud pressure obtained 
when the structure is backfilled by puddling. The final earth 
pressure when the backfill is consolidated may be taken as a 
fluid pressure of 40 pounds per cubic foot, while for the puddle it 
should be taken as a fluid pressure of 65 pounds per cubic foot. 
The maximum loading for the breast wall, when the drop is 
used as a checkgate, may be obtained with a combination of the 
water pressure on that part of the breast wall extending above 
the canal bed and the consolidated earth pressure below. 

The upstream floor prevents the erosion or washing out of a 
pocket on the upstream side of the crest of the breast wall, which 
may result from the increased velocity due to the local drawn- 
down curve or drop in the surface of the water as it passes over 
the crest of the drop. This action only extends a short distance. 
A length of floor equal to ike depth of water in the canal will 
usually be sufficient; it is frequently omitted without harmful 
results. When made of reinforced concrete, it will usually be 6 
to 9 inches thick. 

The downstream floor, water cushion and the outlet protection 
have been previously discussed. The side walls are usually 
parallel with the direction of flow; they are connected at the bot¬ 
tom to the floor of the drop, are braced across by the breast wall 
and joined at the ends to the inlet and outlet wings. They may 
be designed either as cantilever walls fixed at the bottom, or as 
beam slabs supported at one end against the breast wall and fixed 
at the other end to the wing wall, provided the wing wall has 
sufficient anchorage, or as buttressed walls with the buttresses 
usually on the earth side, or for narrow drops may be braced 
a(iross by tie posts or braces extending from one side wall to the 
other across the drop; the economic design will depend on the 
hdght and length of the side walls. 

The inlet wings with the side walls and outlet wings enclose 
an earth wedge which prevents the water washing around the 
atoieture; it is therdPore necessary that the inlet wings exhmd 
well into the banks* For small drops the outlet wings are tome* 
timas opnittdi The inlet wings are placed either at nudes 
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or on an angle of 30^ to 45^ to the axis of the canal or may be 
formed as warped surfaces. For an equal quantity of material 
a right angle wing will extend farther in the canal bank and will 
be subject to a smaller earth pressure. Warped wings or wings 
placed on an angle guide the flow into the inlet, without checking 
it to the same extent as right angle wings; this action of right 
angle wings is, however, not objectionable in a drop. Wings at 
right angles have a greater tendency to produce eddies at the 
outlet and for this reason are less desirable. The wing walls 
should extend below the canal bed down to about the same depth 
as the cut-off apron at the end of the floors; it is poor economy 
to step up the lower edge of the wall toward the outer end in 
the bank. 

The cut-off apron at the upper edge of the upstream floor and 
at the end of the downstream floor should extend below the bed 
of the canal to a depth of at least the depth of water in the 
canal for ordinary soil and deeper for loose open soil. 

The above principles of design are illustrated by the following 
examples: 

Contracted Crest Plain Concrete Drop on Main Canal of 
Modesto Irrigation District, California (Fig. 97 and Plate XII, 
Fig. C).—This structure, built in 1902, was probably one of the 
earliest uses of concrete for irrigation structures in the United 
States. It is built for a maximum canal carrying capacity of 
630 cubic feet per second and for a height of fall of 15^ feet. 
The breast wall has a length between side walls of 24 feet, which 
is less than K the average width of the canal. The water area 
at the crest of the breast wall is divided into four openings by 
sloping T-beams, imbedded at their lower end in the crest of 
the breast wall and supported at their upper end on an 8-inch 
I-beam, extending across the drop and acting as a brace for 
the side walls. The crest of the breast wall may be raised by 
flashboards placed with their ends against the T-beams. To 
carry the maximum discharge, the depth of water on the crest 
is about 6 feet. The water cushion is formed above the 
canal bed by a cross wall which produces a secondary faii. The 
fall to the water surface of the water cushion is 11 feet 6 inches, 
and the length of the water cushion is only 12 feet which is short 
for this height of fall and depth of water on the crest. The 
depth of water cushion of 4 feet is about correct for that height 

IS 
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of drop. The shock of the secondary fall is resisted by the 
outlet flooi 

The structuie is entirely non-reinforced, the walls, especially 
the side walls, are thinner than the usual gravity section required 



resist earth pressure, but the stability of the separate walls 
increased by the buttressing effect of the junction of walls 
and by the connections with the floor. A small tensile stress 
in the walls is obtained, which is jpennisi^ble. A comparison 
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of this drop with reinforced concrete drops indicate that it cost 
about 40 per cent, more than a reinforced concrete drop. 

The following defects in design and methods of improvements 
are apparent: 

The drop has a contracted crest which is not considered de¬ 
sirable, especially as the crest is also arranged for regulation 
with flashboards. The contraction has a tendency to produce 
eddies or cross currents around the end of the outlet wings, which 
has required protection with stone riprap. The raised water 
cushion with a secondary drop is not desirable and the length 
of the water cushion is too short. A water cushion depressed 
below the canal bed, about 5 feet deep and 25 feet long, would 
give a better structure. The floor of the water cushion need 
not be thicker than 18 inches and the downstream 3^ of it should 
slope up to bring the downstream edge level with the canal bed. 
The outlet should be protected with a concrete lining extending 
beyond the end of the water cushion for a distance of about 20 
feet. The upstream floor need not be thicker than 9 inches. 

Adjustable Raised Crest Drop on Main Canal of Modesto 
Irrigation District (Fig, 98 and Plate XII, Fig. D).—The breast 
wall of this structure has a total crest length of 42 feet, nearly 
equal to the bottom width of the canal; it is a buttress wall 
formed by the two side walls and two intermediate buttresses 
which divide it into three panels each 14 feet long. The but¬ 
tresses extend above the crest wall and support at the top, above 
full supply water level, a foot walk. The openings above the 
crest between the buttress walls are further divided by I-beam 
brackets into smaller openings, 4 feet 8 inches wide, regulated 
by means of flashboards. 

The height of fall from the crest of the concrete breast wall, 
level with the upstream elevation of the canal bed, to the down¬ 
stream elevation of the canal bed is 9 feet; this height may be 
increased by raising the crest by the insertion of flashboards. 
The water cushion, about 15 feet long, is formed on a concrete 
floor 12 inches thick, protected by a wooden floor bolted to the 
concrete. The floor terminates with a cross wall with its crest 
18 inches above the concrete floor. From the crest of this wall 
there is a raise to the canal bed of 2 feet, giving a total depth of 
water cushion of about feet. The upstream and down¬ 
stream wing walls are at right angles to the structure and esdjend 
well into the banks to act as cut-off walls. 
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The entire structure except the floor is reinforced. The 
footings and floor were first constructed. To make the joint 




Half Sectional Elevation 
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X^a. 88.—^Reinforced concrete drop. Modesto Irrigation District, Calif. 


with ^ foot of each wall, pieces of dd cable and steel from 18 
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inches in the floor or footing. All walls are reinforced with 
square steel bars and the corners securely tied. After the con- 
Crete was put in place the structure was carefully backfilled by 
holding water above the lower cut-off wall, and the excavated 
material was thrown in and well puddled. The placing and 
the design of the reinforcement could be improved. The main re¬ 
inforcement in the breast wall is the horizontal reinforcement next 
to the downstream face to give the reinforced beam action be¬ 
tween the buttresses as points of support. To take care of the 
negative bending moment, this reinforcement should be brought 
to the upstream face at the buttresses by bending at least part 
of the rods. The vertical bars next to the upstream face can 
only serve to take up temperature stresses. 

The dimencjions and proportions of the drop are in general 
correct for this type of drop. There is no upstream floor which 
is not a serious objection; the design would, however, be improved 
by lining the canal upstream from the crest of the drop for a 
distance of 6 to 8 feet with concrete, 3 to 4 inches thick, with a 
light reinforcement. The lower half of the water cushion floor 
should be sloped up to be level with the canal bed and the outlet 
protected for a distance of 15 to 20 feet with a concrete lining on 
the floor and sides, terminating with a cut-off apron or wall. 
The cost of the structure is given below: 


Excavation. $151.50 

Gravel (including hauling). 280.00 

Cobbles (including hauling). 170.65 

Cement, 205 barrels, @ $2.75 . 563.75 

Hauling cement. 62.50 

Hauling lumber, etc. 150.00 

Miscellaneous team work. 38.65 

Labor—concreting, riprapping. 544.45 

Labor—building form, placing steel. 150.00 

Iiabor, removing forms, plastering. 40,00 

Puddling. 134.10 

Storing lumber and outfit.. 36.00 

All steel (excluding cable), 9,182 pounds of corru¬ 
gated bars, 830 pounds of steel shapes. 329.65 

Cook-house supplies. 280.15 

Blaoksmithing, rods, bolts, shovels. 29.25 

$2,960.65 

Voltnne of concrete—floor and foundation 86.5 cubic yards 
Superstructure. 108.5 cubic yard$ 


195.0 

Totnl oust of drop in temis of oonckete used « $15.20 
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Drop with Baffle Wall, Comanche Canal, Arkansas Valley 
Sugar Beet and Irrigated Land Co., Colorado (Fig. 99 and 
Plato XXIII, Figs. A and B).—^The structure was built in 1907 
on a canal which has a carrying capacity of 450 cubic feet per 
second. The drop has a width between side walls of 18 feet, 
and the height of fall is 9 feet. The upstream wing walls run 
into the banks of the canal on an angle of 30® to the axis 
of the canal and extend 6 feet 6 inches below the grade of the 
canal. The downstream wing walls make an angle of 45® 
with this axis, and extend below the grade of the canal to 
a depth of 6 feet. To break the force of the falling water before 
it strikes the water cushion, a baffle wall is placed at an angle 
across the path of the falling water and acts also as a strut or 



brace to the side walls. The baffle is supported on the center 
line of the drop by a buttress wall which extends above tl^e baffle 
wall to support also the upper sloping part of the breast wall. 
The top of the baffle wall is tied to the crest of the breast wall 
with Ij^-inch rods spaced 18 inches apart. After striking the 
baffle wall, the water falls in the water cushion, which is 6 feet 
deep and 17 feet long. The side walls and floor extend for 16 
feet beyond the downstream end of the water cushion and 
join to the outlet wings an4 cut-off apron, forming a suitable 
outlet. 

The walls are comparatively thin and well reinforoed. The 



Pi^TB xrn. 



Fig a —Drop with baffle wall. Comanche Canal, Aikui&is Vdle^ 
Sugar Beet & Irrigated Land Co, Colo. 



B.-^Drop ^tji baffle (same as above). 

















PfcAW XIII. 



Fig. C.—Notch drop used hy tJ. S Indian Reclamation Service 




Ita. drop on lihe Mm* OapoL Boiao Pn»io<4 Ualio. 
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wing walls are 9 inches thick at the bottom, taper to 6 inches at 
the top, have a footing 2 feet 9 inches wide. The side walls are 
10 inches thick at the bottom at the maximum height, and taper 
to 6 inches at the top; they are braced by the baffle wall and 
divided into panels by vertical beams formed as part of the wall 


Cost op Drop on Comanche Canal, Colorado 



Quantity, 



Claseification 

cubic 

Unit cost 

Total cost 


yards 



Excavation: 




Building dikes and ditches for con- 



$72.25 

trolling water during construction 




Tearing out old wooden structure: 




Cost'.. 34 50 




Less material sold. .. 25 00 



9 50 

Rook excavation. 

30 

so.752 

22.56 

Earth excavation. 

253 

0 49 

123.89 $228.20 

Concrete: 




Cement at R. R. station. 


2.736 

246.18 

TTflLiiling p.AmAnt 4 miles.... 


0 315 

28.34 

fTaiiling ssnrl Rnd gravel. 


1 043 

93.87 

Lumber delivered at job. 


2.186 

196.71 

Building forms. 


4.892 

440 25 

Nails and wire in forms.i . 

0 181 

16 28 

Reinforcing steel at railroad . 1. 

3.268 

294 11 

Hauling steel 4 miles. 


0.302 

27 16 

Cutting, bending and placing steel 


2.005 

180 43 

Mixing and placing concrete i .. 

2 417 

217 52 

Protecting concrete from freezing 


0 730 

65.71 


90 

20 073 

1,806.55 1,806.55 

(Cost of material $711.48 « 




7.906 per cubic yard 




(Cost of labor »1,095.07 - 




$12,167 per cubic yard 




Backfilling and puddling. 

640 

0.445 

240.36 

Equipment: ^ 




Use of tools and equipment. 


146.96 


Ogmp expiknses including hauling 


153.93 

300.89 

and setting up a camp outfit. 



* 

Engineering... 

. 


229.88 



* 





12,805.88 
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and reinforced for cantilever action to support the ends of the 
panels. 

The door of the water cushion is formed of slabs arched on the 
under side, reinforced near both faces with%- and J^-inch bars, 
spaced 8 inches apart in both directions. The downstream floor 
is 5 inches thick and supported on a substructure of reinforced 
beams resting on reinforced concrete posts. This form of floor 
construction is not necessary where an average firm soil founda- 
, tion is obtainable. 

This structure is more elaborate than necessary. The baffle 
wall is not necessary. The depth of the water cushion is larger 
than that commonly used for drops of this size without a baffle 
wall. Without a baffle wall the sloping upper part of the breast 
wall is objectionable, as it would discharge the water farther out 
in the cushion. With the breast wall made vertical, the water 
cushion, 17 feet long, would be of sufficient length. 

The itemized cost of construction is given above and may be 
of value in preparing estimates of cost of similar comparatively 
elaborate structures built up of thin reinforced walls. The cost 
of the reinforced concrete,in place was $20,073 per cubic yard, 
of which $12.65 represents the cost of the steel reinforcement in 
place and form work. The total cost of the completed structure 
is $2805.88 or about $31 per cubic yard of concrete. 

Small Notch Drop on Huntley Project, Montana (Fig. 100).— 
This structure is a good example of a well-proportioned drop, 
conforming in general with the principles of design previously 
given. It is designed for a capacity of only 40 second-feet with 
a velocity in the canal of 1.22 feet per second. The concrete 
lined inlet section is longer than necessary for a drop of this size, 
especially with as small a velocity of approach as obtained in this 
case. 

Notch Drops, North Platte Project, Nebraska-Wyoming.— 

On this project several notch drops of the general type shown in 
Fig. 101 have been constructed. This special design differs from 
the others in that the structure is built to be used also as a check 
gate and is combined with a lateral headgate. The carrying 
(H^[>acity of the canal is 136 cubic feet per second. The notch 
opening is formed with grooves on the sides for the insertion of 
flashboard to regulate the upstream water level when used as a 
ebeckgate. The latCnd headgate discharges into a cdmrt con- 
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Fift. 100.—Small temfomd coaoiete notoh dn^. HimUey Fro]eot> Mont. 
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Crete lined section, in which are placed five vertical concrete posts 
to act as baflles and check the velocity of the water delivered 
throi^gh the gate. The use of .a notch drop where, as in this 
case, it is to serve also as a check gate is not usually desirable, 
because the checking of the water by raising the base of the notch 



Sectional Slevation 

FiG. 101.—Notch drop and lateral headgate. North Platte Project, Neb. 


with flashboards iaterferes with the correct action of the notch. 
The addition of baffle posts to check the velocity of discharge 
throng the gate is not usually considered necessaiyf 
The total cost and unit cost of five notch drops, eontaining a 
total of ^328 cubio yards, is given below: 
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Cost of 5 Notch Dbops, Nobth Platte Pbojbct, Nbbbasea, Wtohiho 


* Item 

Total cost 

Cost per 
cubic yard 

i 

Excavation and backfill . 

$282.47 


Material haul. . 

$152 96 

$0,474 

Moving equipment. . 

31.79 

0.098 

Carpentry. 

289.73 

0.897 

Sand. . 

226 97 ! 

0.703 

Gravel. 

540.67 

1,674 

Water.^ 

71 14 

0.220 

Cement. . 

702.70 

2,176 

Reinforcement. 

534.43 

1.655 

Concreting (mixing and placing). 

395 01 

1,223 

Lumber. 

258.00 

0.799 

Tiining banks. 

57.94 


Miscellaneous. 

969.31 

3.001 


$4,513.12 

$12,920 


Carpenters were paid $0.45 an hour and laborers $0.30 an hour. 


Notch Drop on the Mora Canal, Boise Project, Idaho (Fig. 
102 and Plate XIII, Fig. D).—Several drops of this form have 
been constructed on the Boise project. The design is very similar 
to that used on the North Platte project. The main points of 
difference are the form of the edges of the notch openings, the 
form of the water cushion, and the upstream floor and wings. 
The notch openings for the drop on the Mora Canal are formed 
in the extension of the breast wall above the canal bed; this wall 
is 9 inches thick and tied to the upstream buttress; the edges 
of the walls forming the trapezoidal notches are curved. The 
edges of the notches on the drop of the North Platte project have 
a special shape, probably intended to conform more nearly to the 
form used in India where the structures are built of masonry 
instead of reinforced concrete; there is no apparent necessity for 
this special shape and it increases the cost over that of a plain 
wall. 

The Mora Canal drop is provided with grooves on the upstream 
side of the notches for the insertion'of flashboards. This is open 
to the objections previously stated of uwg a notch drop fof a 
dteck gate. The foot walk necessaiy for the operation of the 
j|aahboar4 is plaoed on the line of the er^t of the bths^ Urall, 
mppMrted' <« aide waUs at the two ends raid on tiie. inteap- 




















2 ^ 


imiOATION STRUCTURES 


, ,yeit.Bar«t4^'o 



M'a Ban 


Fig. 102. —Reinforced concrete notch drop. Mora Canal, 
Boise Project, Idaho. 


Cost op Reinforced Concrete Notch Drop on Mora Canal, Boise 

Project, Idaho 


Item 

Amount 

Unit cost 

Cost 

Unit cost per 
cubic yard of 
concrete 



go.80 

$63.S8 


BacklBilling and puddling. 

150 cubic yards 

0.57 

85 88 

$3 19 



1 



Cement delivered. 

275 sacks 

1 0 76 

204.25 

4 35 

Forme, labor. 



214 40 

4.56 

Lumber. 

2,012 feet 

22 M.B.M. 

00 54 

1.03 

Nidla and wire 



12.78 

0 28 

Mixing and placing. 



231.28 

4 90 

Miscellaneous..... 



18.80 

0.41 

Rdnforoiing steel.... 

1,444 feet of H-inoh 

0 02 

28 88 

0.62 


2,263 feet of H-inch 

0.04 

00.52 

1.92 

HatiHng and placing.. 



24 54 

0 52 





$22.68 


Sand and gravel were ha>il«d H mile, water 2 miles, Other materials 5 miles. 
Wag^ for an B^hom day were: Common labarers, 12.25; oaiimiiterB, 13^20; 
wisMkmmxi, 13.50; foreman, $4.00 
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mediate brackets built with the piers separating the notches. 
The absence of an upstream floor may be objectionable where 
the material is easily eroded. The form of water cushion used 
for the North Platte drop is considered preferable. Protection 
of the canal bed and sides is necessary at the outlet to the drop; 
this is not mdicated m the drawing, but was constructed in the 
foim of a concrete lining. 

Four of these drops, two for a fall of 5 0 feet and two for a 
fall of 5 5 feet, were constructed on this canal. The cost of 
one 6-foot fall was as in foregoing table. 



Notch Drop for U. S. Indian Reclamation Service (Fig. 1(K3 
and Plate XIII, Fig. C).—This notch drop design is reduced 
to its simplest form. The drop consists of two parts: of the 
breast wall extending on both sides well into the canal banks to 
act as cut-off wings and the lined section of canal on the down¬ 
stream side, terminating with a toe cut-off wall. In the breast 
wall is formed the one notch opening for a discharge capacity 
of 118 ctdne feet per second; the ididf or Hp at the base of the 
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notch does not project as far downstream as is usually considered 
desirable. The vertical grooves on the upstream face of the 
breast wall are probably intended to increase the resistance 
against th^ percolation of the water along this face. The breast 
wall is not reinforced. There is no water cushion, the water 
falls on the concrete floor 12 mches thick and the side slopes of 




the canal are protected by a lining 9 inches thick, forming a 
concrete lined section 12 feet in length. 

'file use of a two-notch opening instead of a one would prob- 
al^ be preferable for this size of canal to divide the flow' and 
deereasQ the force of impact oi the falhng water. The absence of 
a trwhn' eust^ for a drop of this he^t and vdiutM of wwtw li 
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not advisable^ A shallow water cushion could have been formed 
at a very small additional cost by depressing the end of the 
concrete lined section next to the breast wall to a depth of about 
feet below the canal bed. 

Small Reinforced Concrete Drops on Carlton Laterali American 
Beet Sugar Co., Colorado (Fig. 104).—On this lateral seven 
drops were constructed varying in height of fall between 2^ 
and 7 feet. The drawing is for a 7-foot drop. The same design 
and dimensions were used for all sizes except in the height of side 
walls and in the concrete beam extending across the drop which 
was used only for the drops 7 and feet high. This beam 
acts as a strut to brace the side walls. The drops are reinforced 
with a central web of hog wire fencing, well lapped or wired to¬ 
gether at all joints and corners. The length of the water cushion 
is too short for heights of fall greater than 4 feet; it should be 
about 10 feet for the 7-foot fall and would be best formed by 
substituting for the upper floor a sloping floor of the same thick¬ 
ness, joining the floor of the water cushion with the canal bed. 

Cost op Drops on Carlton Lateral 


It«m 

Height of fall 

2H feet 

4 feet 

Gl’t feet 

7 feet 

Average unit 
cost per 
cubic yard 

Amount of concrete* cubic yards .. 

10 

mi 

1194 

12H 


Labor: 






Excavating* men and teams .... 

$8.75 

$15 85 

$14 24 

$30 72 , 

$1,563 

Carpenter work on forms. 

10.95 

8 40 

12 55 

14.50 

1.043 

Screening gravel. 

5.04 

5.77 

7.12 

7.61 

0 574 

Hauling gravel. 

12.07 

14 87 

18 35 

19.61 

1.478 

Mixing and putting concrete... . | 

15.76 

13 80 

23 87 

18 90 

1 625 

Miscellaneous. 

6 95 

7.96 

9 83 

10 61 

0.792 


$60 41 

$06.65 

1 

$85.97 

$101.85 

$7,076 

Material: 






Cement. 

41 bags, 

47 bags* 

58bag8^ 

62 bage* 



$15.04 

$17.24 

$21.28 

$22 74 

$1,715 

Lumber... 

3.82 

4.38 

5.41 

6.78 

0.486 

Nub. 

0.30 

0.35 

0.45 

0.45 

0.035 

Wire netting. ... 

1.00 

1.14 

1.41 

1.91 

0,113 

Cement for patching and plastering. 

0.14 


0.14 

0.15 

O.Oll 


20.30 

28.11 

38.60 

30.68 

2.310 

Engiiieerlng... 

20 55 

23.56 

30.08 

3L<^ . 

2.843 

Total enet...... 

ttOl.36 

$113.32 

0148.74 

$163.56 

011.738 

.fSuMiis 1 ,^ pasd". ...f....... 

10. 

10.78 

13.88 

13.85 



1 
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The depth of the -water cushion need not be greater than 2 feet 
for the larger height of fall. 

The itemized cost of construction for three sizes of drop is 
given in the table above. The concrete mixture was one part of 
cement to six of sand and gravel. The cement cost about $1.46 
a barrel and the gravel, screened and hauled, about $2.10 a 
cubic yard. 

Wooden Standard Drop for Laterals on Boise Project, Idaho, 
Type Ko. 2 (Fig. 105).—The design is drawn for a height of 
drop of 4 feet, for a depth of water of 2 feet, side slopes of IM to 


Data H or D«8tgn 

^■Bottom Width of Lateral of Approach 
(2«Oepth of Water at Approach 
/■Bottom Width of Lateral at Outlet^^ 
e aDeptb of Water at Outlet Ci 

ftsHetgbtof Drop (W.S to W S.l 
/■Length of Water Cushion 
0 ■Width of Crown 


When h Length of 
4x6 Two Top Flanks of Biding 
^ —rn) to be t Instead ol h I 





Wben { ■ 6 or less oml 
In tie OzC'Studs ft 



Fia. 105,—Standard wooden drop for laterals, Type No. 2. Payette-Boise 

Project, Idaho. 


1 and a bottom width of canal of 8 feet. By modifications, 
some of which are indicated on the drawing, it is adapted to 
smaller or larger sized drops. The crest of the drop is designed 
for the insertion of flashboards to use the structure, also as 
a check gate. The length of the crest between side walls is equal 
to the bottom width of the canal, and in the drawing is divided 
into two bays by a built-up post with dashboard grooves. For 
a crest length of 6 feet or less this post is omitted. The inlet 
and outlet ue formed by short flume sections, in which the 
ends of the canal are well boxed in. The total cost of 47 drops 
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and 44 checks on this project and the unit cost per 1,000 feet 
board measure is as follows: 


* Unit cost 

Total cost 

Hauling materials. $329 37 $5.60 

Excavation and backfilling 4,047 cubic yards . 1,905.36 32.40 

Installing structures . ... 785 55 13 37 

Engineering (estimated). 176 33 3.00 

Lumber 58,775 feet @ $20.25 M. B. M. 1,190 20 20 25 

^ Nails and bolts. 71 82 1,22 


$4,458 63 $75.84 

Average cost per structure. 49.00 


The above figures show that the cost of excavation and back¬ 
filling is a large part of the total cost. 

Wooden Drop on Fargo Wasteway, Boise Project, Idaho.— 
On this wasteway were constructed two drops 5.5 feet high, one 
drop 6.0 feet high and one 7.0 feet high. The design is similar 
to that used for standard drops described above, modified for 
the greater height of drop and for the larger capacity of the 
canal. The drop is not used as a check gate. The breast wall 
is divided into three panels by vertical posts with diagonal 
braces. The length of the water cushion is 14 feet for 6.0- and 
7.0-foot drops and 12 feet for the 5.5-foot drops. 

The total cost of the four drops was as follows: 


Hauling material and supplies. $23.63 

Excavation and backfilliug, 600 cubic yards. 99.43 

Making and installation. 33.88 

Engineering and superintendence. 19.00 

Lumber. 123.74 

Hardware. 8.15 

Miscellaneous. 6.19 


$314.02 

Average cost per drop... 78.50 


Assuming lumber to cost $20 per thousand feet boai?d measure, 
as there are about 6,200 feet of lumber in the four drops, the 
completed cost of tl;ie drops will average about $60 per 
this is much less than the cost for the smaller drops given 
above and represents more nearly the* cost for wooden struc- 
of this type under average eopditions, 
vr 
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irrigation structures 


Wooden Drop on Corinne Canali Utah Sugar Co.^ Utah (fig. 

106).—This structure is one of several drops of this type used 
on this system. The design illustrates a method of bracing the 
side and wing walls against earth pressure by anchor rods ex¬ 
tending from the side posts to deadmen. This method is often 
practised for wooden drops or similar structures, in which the 
width between side walls is too great to be braced with struts 
extending between walls. The inlet and outlet wings and floor 



Fra. 106 ,—Wooden drop, Corinne Canal, Utah Sugar Co. 


give a good secure connection with the earth bed and sides, such 
as is necessary with fine, loose soil easily eroded. 

CHUTBS OR RAPIDS 

A chute is a lined canal, flume or pipe, placed on a steep grade, 
with an inlet and an outlet structure. A chute is used to take 
the place of a series of drops or as a substitute for a drop. It 
frequently forms the^ channel of a wasteway or escape. 

yOosm the grade is not veiy steep a series of drops will ubusI^ 
be moire ecohomical as far as construction cost alone is 
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cetned; but there may be other factors to consider, such as the 
seepage loss, cost of maintenance, width of right-of-way which may 
justify the greater cost of a chute in the form of a concrete lined 
canal. Where the grade is very steep, as may be obtained for 
a canal located on the line of a steep ridge or along a steep waste¬ 
way, or where there is a sudden drop on the line of the canal, 
as in passing from a higher to a lower bench, or in delivering water 
down a steep incline from one canal into a canal at a lower 
elevation, the use of a chute will often be more economical than 
the use of one or more drops. 

The limiting value of the grade beyond which it will be more 
economical to use a chute than a series of drops will vary largely 
with the volume of water, the form of design of the drops and 
of the chute. For example, with a canal carrying 500 cubic 
feet per second, with a maximum velocity of 3 feet per second, 
it was found that a chute 1,000 feet long formed as a canal 
lined with 6 inches of concrete, cost about the same as a series of 
reinforced concrete notch drops when the grade of the canal was 
about 23^ feet in 100 or 130 feet per mile. The economic height 
of drop for this grade and for the conditions assumed was found 
to be about 8 feet. With a short chute the inlet and outlet 
structures form a considerable part of the total cost and there¬ 
fore make the comparison less favorable to the chute. 

Flow of Water in Chutes Formed by Canal or Flume.—^In a 
typical chute the water is delivered through an inlet structure 
and from this point the flow in the chute is accelerated down 
to a point where the increased velocity is suflicient to produce a 
frictional resistance which will prevent further acceleration. If 
the channel beyond this point is continued on the grade corre¬ 
sponding to this velocity and with a constant hydraulic radius 
the flow will be uniform with a constant velocity. Where this 
section of unifwm flow is continued with a section of channel 
which has either a greater or smaller velocity, the change in 
velocities is provided by the use of a transition. 

In a short chute on a steep slope the acceleration may continue 
down to its lower end without obtaining a velocity •^as high as 
that required to give a steady flow corresponding to the steep 
grade of the chute. 

As far as the hydraulic computations are concerned, a chute 
may be considered as made up of transiticms in which the ae- 
edietated flow or changes in vdiocities are obtained, and of shcnrt 
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lengths of channels in which the flow will be unifom. The de¬ 
sign of a chute may require several trials in order to divide the 
total fall between the lengths of transitions and lengths of channel 
of uniform flow, so as to best fit the grades of the chute to the 
profile of the line on which it is constructed. Where the change 
in velocity is large and requires a long transition, it will usually 
be preferable to consider the total length as made up of shorter 
lengths and make the computations for each length. The greatest 
change in velocity is frequently at the upper end of the chute, 
in which case the inlet structure is often designed to produce a 
a relatively high discharge velocity. 

The hydraulic computations for the transition have been pre¬ 
viously explained (Vol. II, Chapter VI), the loss in head due 
to impact and eddies resulting from changes in cross section can 
be neglected if the changes are made very gradually, as is often 
the case. The computations for the flow of water in those sections 
of the chute in which there is uniform flow are made with the 
usual formulae of flow in chaimels, except that with high veloci¬ 
ties considerable air is absorbed by the water which increases its 
volume and requires a larger cross-sectional area. Measurements 
made by the Reclamation Service on several concrete rectangular 
chutes of the Boise project in Idaho show that as much as 
of the gross water area may be air. These measurements 
are interesting in that they show the adaptation of Kutter’s 
Formula to velocities higher than those for which it is commonly 
used. The gross water area, including air, was obtained by 
direct measurements, and the net water area was obtained by 
computation from the measured discharge and direct measure¬ 
ments of the velocity. The velocity obtained by dividing the 
discharge by the gross water area gives a lower velocity than 
the measured velocity. The measiu^d gross water area and the 
corresponding computed velocity will give one value of the co¬ 
efficient of roughness "n” in Kutter’s Formula, while the com¬ 
puted net water area and the measured velocity will give a 
smaller value of n. In making the computations for the design 
of a chute, the required gross water area will be obtained by 
using the larger value of “n, ” and the actual velocity will cor¬ 
respond to the smaller value of n. The measurements on tile 
Boise project give the fdlowing results for the maximum dis¬ 
charges used. 
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Experimbnt on Concrete Chutes, Boise Project, Idaho, to Deter¬ 
mine N IN Kuttbr’s Formula 
I. Based on Measurements of Gross Water Area 


Namo of chute 

Width 
in 1 
feet 

Measured 
depth in 
feet 

Discharge, 
cubic feet 
per second 

Slope of 
water sur¬ 
face in feet 
per 1,000 
feet 

Computed 
moan veloc¬ 
ity in feet 
per second 

Coefficient 
of rough¬ 
ness, n 

Mora wasteway 

6 0 

0 32 

27 60 

81 00 

17 69 

0 0104 

Valley mound 

5 0 

0 27 

22 35 

158 50 

18 77 

0 01119 

Arena 

C 0 

0 315 

50 40 

210 00 

26 67 

0 01118 

Lizard No 1 

3 06 1 

0 36 

16 42 

82 44 

15 05 

0 0124 

Lizard No 2 

3 08 

0 306 

16 42 

198 50 

17 66 

0 0142 


II. Based on Computed Net Water Area Computed from Measured 

Velocity 


Alora wasteway 

5 

00 

0 

25 

27 50 

81 00 

22 02 

0 0078 

Valley mound 

5 

00 

0 

17 

22 35 

158 50 

26 34 

0 0072 

Arena 

6 

00 

0 

285 

50 40 

210 00 

29 41 

0 0098 

Lizard No 1 

3 

0> 

0 

283 

16 42 

82 44 

19 15 

0 0091 

Lizard No 2 

3 

06 

0 

228 

16 42 

198 50 

23 81 

0 0098 


These results are all for comparatively shallow depths. It is 
probable that for greater depths the difference between gross 
water area and net water area, which represents the amount of 
air in the water, would not be so large. The average value of the 
coefficient of roughness for the gross water area is about the same 
as that used for moderate velocities in smooth concrete lined 
canals. This value may be taken as about 0.012 for the computa¬ 
tions of flow in chutes. 

Measurements were made for depths of water much smaller 
than those given, and it was found that for very small depths wave 
action was very strong; the water would pile up at the crest of 
the wave, rush ahead and draw down the water so as to leave 
the chute nearly dry before the arrival of the next wave. For 
the larger depths used the wave action was very much decreased. 
This wave occurrence is^probably due to the hydraulic phenom¬ 
enon known as the hydraulic jump, the theory and extent of 
which is explained in Merriman's Treatise on Hydraulics. The 
formula given in this treatise for the height of jump probably 
gives excessive values, at least for larger depths of water; observa¬ 
tions of a number of chutes would seem to indicate that a height 
of jump of 12 inches would seldom be exceeded. 

The hydraulic computations and the adjustment of the Sections 
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Fig. 107.^—^Profile and cross sections of chute, Sulphur Creek wasteway. Sunny^de Project, Wash. 
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108.—Oiitlet stiHing box and basin on chute of Sulphur Creek wasteway Sunnyaide Project, Wcudi 
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of a chute to the surface profile are illustrated by the chute de¬ 
signed for the Sulphur Creek Wasteway on the Yakima project, 
Washington (Fig. 107). The chute channel is formed of a 
concrete lined trapezoidal transition section for the upper 310 
feet, connected by a warped transition section 50 feet long to the 
main part of the chute, which is a semicircular lined section 4893.8 
feet long. The inlet to the transition is formed and regulated by 
headgates through which water is delivered with a velocity 
of 11.7 feet; the outlet structure at the lower end of the chute 
consists of a receiving box built in a stilling basin formed by a 
short section of enlarged canal. The receiving box is formed of 
a baffle end wall, opposite the end of the chute, and two side 
walls in which are a number of rectangular openings to diffuse 
the outgoing water (Fig. 108). 

The transition is formed of short trapezoidal sections from 30 
to 50 feet long, adjusted to the surface topography. The initial 
velocity at the upper end is 11.7 feet per second, and is ac¬ 
celerated to 20.6 feet at the lower end of the transition where it 
enters the main semicircular chute channel. In the transition a 
constant depth of water of 4 feet is maintained, and the cross 
section of the trapezoidal Channel is decreased to conform with 
the increase in velocity by decreasing the width without chang¬ 
ing the side slope. The accelerated flow in the transition is 
produced by dropping the water surface a height equal to the 
difference in velocity head plus a friction slope corresponding to 
the average velocity in the section considered. The hydraulic 
data for the transition section is tabulated on the accompanying 
drawing. For the computations it is divided into five sections, 
the last one of which is warped; each section is further divided 
into two sections by interpolation. To illustrate the computa¬ 
tion, the first section from Station 7 + 50 to 8 + 30, 80 feet in 
length, has an inlet velocity of 11.7 feet per second and the water 
surface grade, which is parallel to the grade of the bed of the 
canal, is 0.0168. Since the friction slope corresponding to the 
average velocity of the section, if the section is short, will usu¬ 
ally form only a comparatively small part of the total head, it 
can first be determined approximately by trial, and when sub¬ 
tracted from the total faU in the length of the section it gives, 
the d^erence in velocity head. Assuming for the first trial an 
average velocity in the section of 13 feet per second, the water 

area is ^ ^ 39.61, the bottom is 6^90, the hyplrattUc 
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radius is 2.30, and the friction slope by Kutter's Formula for a 
value of n equal to 0.013 is almost exactly 0.0041; this subtracted 
from the total desired grade of the water surface leaves 0.0117, 
which multiplied by the length of section, 80 feet, gives the 

11.7^ 

difference in velocity head, or —2^ = 0.0117 X 80, from 

which X the velocity at the end of the section is equal to 14.0 feet 
per second. The variations in grade in the different parts of 
the main semicircular chute channel are small and produce small 
differences in velocities, which are provided for by keeping the 
same radius and varying the depth of the channel, which is 
extended above the horizontal diameter by vertical sides. The 
radius is 4 feet, the maximum depth of water is 4.15 feet, the 
freeboard is 1 foot down to the last 90 feet of the channel where 
it increases gradually from 1 to 2 feet at the lower end. 

Flow of Water in Chutes Formed by a Closed Conduit or Pipe. 
—The hydraulic computations for a chute formed by a closed 
conduit are based in general on the same considerations of head 
lost in friction and of the difference in velocity head required 
to produce changes in velocity; with the difference that it is 
not necessary to give to the pipe the same grade as the grade 
corresponding to the hydraulic grade line. The computations 
are simplest when the topographic conditions make it possible 
to obtain, by the design of the inlet structure, an inlet velocity 
equal to the velocity corresponding to the hydraulic gradient of 
the pipe. For a high velocity this will require the use of a deep 
inlet well to obtain a head on the inlet of the pipe equal to the 
change in velocity head, plus the loss in entrance head. Where 
this head is not all obtainable from the design of the inlet, it 
may be necessary to join the inlet and the pipe chute with a 
short section of larger size pipe, in which the flow will be ac¬ 
celerated to the velocity required. These computations are 
weH illustrated by the form of design used for several pipe chutes 
on the Sun River Slope Canal of the Sun River project in Mon¬ 
tana. The hydraulic computations are given on the accompany¬ 
ing drawing of one of these chutes (Fig. 109, A and JB). 

The chute, designed for a maximum capacity of 890 cubic 
feet per second, consists of an inlet well, connected to the upper 
end of a pipe 8 feet in diameter and 194 feet long, continued 
by a transition 16 feet long, tapeiing gradually from' 8 feet in 
dliameter to 6 feet 6 inches at the lower end, where it joins to the ' 




Fig. 109 A.—^Pipe chute on Sun River Slope Canal. Sun River Project. Mont. 
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main pipe of the chute, 5 feet 6 inches in diameter, 1,126 feet 
long, discharging at the lower end into a stilling box. The 
velocity in the main pipe from Kutter’s Formula for n = 0.014 
and a fall of about 90 feet in the distance 1,126 feet is 37.5 per 
second. To obtain this velocity, the inlet structure was de¬ 
signed to produce a discharging velocity in the entrance end of 
the 8-foot pipe of 17.7 feet per second and from this point down 
to the junction with the main pipe the flow is accelerated up to 
the required velocity of 37.5 feet per second. 



Ftq. 109 B.—^Profile of center line of chute. Sun River Project, Mont. 

In detail the hydraulic computations are as follows: 

First .—The water enters the intake well through the three 
openings, each 4 feet wide, with a depth of water of 6.35 feet, 
and an entrance velocity of 11.66. The drop in the water 
surface of 3.18 feet, is equal to the velocity head (/t«) of 2.12 
plus the entrance head lh») equal to ^ of the velocity head 
or 1.06. 

Second .—The water is discharged from the intiike well into 
the head of the 8-foot pipe, with a velocity in the pipe of 17.7 
feet per second. Because of the air duct connected to the upper 
end tA the pipe, which permits air to enter, and of the acc^eratod 
dOw below, the djsdharge into the pipe is the same as for a free 
lOdfioe. Neid^dtjag the velocity of apipouach in the inlet wdtt, • 
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which is comparatively small, the head required to produce the 
velocity 17.7 feet per second is obtained from the formula 
Q ~ 0.62 A\^^f and is equal to 13 feet, which is about the head 
used in the design. 

Third .—The flow in the 8-foot pipe is accelerated from 17.7 
feet per second to 37.5 feet per second. The hydraulic gradient 
required to carry 890 cubic feet per second in a pipe of this 
size if running full is 1 foot in 100, but the grade of the pipe 
and of the short section of transition is 11.25 feet in 100; this 
gives the excess fall which produces the accelerated flow. Below 
its upper end the 8-foot pipe will therefore run only partly full; 
the water area decreasing with the acceleration. Tfie friction 
head in the 8-foot pipe is obtained with sufficient accuracy by 
using in Kutter’s Formula the average velocity between the 
upper and lower end and the corresponding water area. This 
velocity is 27.6 feet and the corresponding water cross-sectional 
area is 32.3 square feet as compared to 50.26 when running full. 
The hydraulic radius is then 1.75 and for n — 0.014 the friction 
head is 3.5 feet in 100 or 7.35 feet in the total length of 210 feet. 
The velocity head corresponding to a change in velocity of 17.7 
to 37.5 feet per second is 16.8 feet. The total head required is 
therefore 16.8 plus 7.35 or 24.15 feet; the actual difference in 
elevation provided in the invert of the pipe is 23.63 feet, but the 
fall obtained in the water surface is ample because it is greater 
than the fall in the invert by the difference in diameter of the 
pipes, of 2.5 feet. 

Fourth .—^The flow in the main pipe, 5 feet 6 inches in diameter 
and 1126 feet long, is uniform with a velocity of 37.5 feet per 
second. The corresponding hydraulic grade of Kutter^s Formulss 
for n « 0.014 is 7.9 feet per 100 feet. 

Fifth.—The outlet is designed to destroy the high exit velocity 
but as this cannot be entirely obtained it is assumed that ^ of 
the velocity head will be regained; this is equal to 5.5 feet. 

The above example of the flow in pipe chutes differs from the 
more simple form of chute in that the hydraulic grade of the main 
section of the pipe is so steep that the velocity required in it to 
obtain uniform flow is greater than could be created in the intake 
structure itself, and therefore required a section of larger pipe, in 
which there is accelerated flow. It is not necessary that this 
htf-ger Section be a pipe, for where the topographic conditions 
permit it the accelerated flqte msy be obtamedi in an open 
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conduit connecting with a suitable transition to the inlet of the 
pipe chute. 

Forms of Conduits for Chutes.—Open conduits for chutes are 
generally built as lined canals or flumes. Where the channel 
is in excavation it is usually built as trapezoidal or semicircular 
concrete lined canal with a minimum thickness of concrete of 
about 6 inches. Where the conduit is constructed on the surface 
of the ground, it is constructed as a bench flume, and where it 
must be built above the ground it is built as an elevated flume. 
Wooden flumes are usually not desirable for the leakage cannot 
be prevented and may result in severe erosion along and under 
the chute. Semicircular steel flumes have been used and are 
safer against leakage than wooden flumes. Concrete flumes sup¬ 
ported on the ground have been used for a number of chutes on 
projects of the U. S. Reclamation Service. On account of the 
irregularities in flow, which occur to a greater extent with high 
velocities and small depth of water, a comparatively large free¬ 
board should be provided specially toward the lower end of 
chutes. For velocities in excess of 15 feet per second, a minimum 
freeboard of 18 inches is considered desirable. To diminish the 
liability of wave occurrence and of conditions favorable to the 
hydraulic jump, moderately deep and narrow cross sections are 
better than shallow broad cross sections. 

Closed conduits for chutes are usually formed as pipes and 
built of wood, reinforced concrete or steel. They may be pref¬ 
erable to open chutes for very high velocities, 20 feet or greater, 
on account of the irregularities of flow which may occur in the 
open chutes. Pipes can also be used to advantage where the 
profile of the grotmd surface on the line of the chute make it 
difficult or impossible to adjust open canals. Usually pipe chutes 
are more expensive than open channels. 

Forms of Inlet Structure for Chutes (Plate XIV, Fig. A).— 
When the chutes form the escape channel of a wasteway, the inlet 
will usually be formed as the escape structure built to regulate 
the flow through the banks of the canal; it will include the waste 
gates on the downstream side of which sufficient fall is usually 
provided to give the flow at least a part of the acceleration which 
it must have in the chute channel. 

When the chute channel is a portion of the canal itseR^ it may 
be necessary to form the inlet structure as a check gate to regulate 
the water level for up$tream takeouts; or it may consist of a simple 
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transition section, the inlet of which may be formed as a trape¬ 
zoidal notch to prevent the increased velocity upstream; this 
form is illustrated by the intake structure for the chute on the 
Strawberry Valley project, Utah, designed for a capacity of 
about 800 cubic feet per second (Fig. 110). 
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Fm. 110.—Inlet end of ehute on Strwobeity Valley Project, Utali. 

The form of the intake structure trill depend also on whether 
the ehute channel is an open conduit or a pipe. The intake foi 
a pips ^ute win often be about the same as that used for an in 
s^on, and its simplest form may be a coniisal taperim 
































Fio. A.—Inlet end of chute with dashboard regulation. Umatilla Project, Ore. 



B.**-6tpuig bat^ at outlet end of chute. Umatilla F^jeet, Oirei^^' 











Fig, C —Inlet to small pipe chute. Umatilla Project, Ore. 
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inlet sufficiently deep to acquire a head equal to velocity head 
and entrance head corresponding to the velocity required in the 
pipe; as illustrated by the form used for small chutes on the Uma- 
tiUa project, Oregon (Fig. Ill and Plate XIV, Fig.C). Oneform 
of intake structure for a large pipe chute is illustrated by that 
used on the Sun River project, Montana (Fig. 109). 

Form of Outlet Structure.—There is a considerable diversity 
in the forms of outlet structures. The main object is to destroy 
the high exit velocity and resist the impact force. Two general 
types are used. In one type the water is discharged into a box, 
the jet of water striking baffle walls or baffle posts and issues out 
of this box, through openings or under baffles so as to be diffused 
before it passes in the canal. In the other type the water is 



Fio. 111.—Typical pipe chute with 30-in. special pipes for inlet and outlet. 

Umatilla Project, Ore. 

discharged directly in a large body of water or stilling basin, 
formed as an enlarged section of the canal usually with a cross 
weir wall at the lower end, over which the water passes before it 
enters the regular canal section. The two types are sometimes 
oombined by building a receiving box or baffle posts inside of 
the stilling basin. The use of a stilling basin alone has the ad¬ 
vantage of simplicity and if properly designed is probably the 
best form of outlet. This type of outlet is illustrated by those 
used on the Strawberry Valley project, Utah (Fig. 112) and on the 
Umatilla project, Oregon (Plate XIV, Fig. B). Tlie stilling 
baan outlet of the chute on the Strawberry Valley pfoject re¬ 
ceived a flow of about 800 cubic feet per second with a computed 
vdocity of about 25 fbet per second. l%e length of the chute 
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is about 1,700 feet. The stilling basin has an expanding section 
ending with an overpour weir wall which controls the depth of 
water in the basin. The crest of the wall is 60 feet in length, 
and about 2 feet above the floor of the basin. The depth of water 
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Flo. 112.—Stifling basin at outlet of chute on Strawberry Valley Project, 

j Utah. 


on the crest for about 800 second-feet flow is about 2.5 feet, wbieh 
gives a depth of water cushion of 4.5 feet. 

The stilling basin on the chute of the Umatilla project is es- 
sentumy of the same type (Plate XIV, Fig. B). 

The use of a receiving box with a ver^cal baffle waQ |da«|ed 
transversely in the box agshist which the watea* is disehm^pedf 




B^o. 113.—Receiving bpx with bafBe wall at chute outlet. 
Boiac Project, Idado. 


Thi6 chute is rectangular in cross section, designed for a maxi* 
mum capacity of 120 second'-feet, drops 42 feet in a distance 
<S25 feet. stilling box for this chute is shorter than on other 
obntes of this project, and is less ^bctive in stilling water* 
The shorter kmgih was considered permissible in this ease be- 
' » 
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cauise the chute is a wasteway channel used infrequently and only 
for short periods. On stilling boxes of other chutes of about the 
same capacity the undershot baffle wall is placed in about the 
same position, but the stilling pool is .35 feet long, and 14 feet 
downstream from the baffle wall a raised sill or overpour wall 
3 feet high is placed, so that the water discharged against the 
baffle wall is deflected back and flows under it, and then up over 
the overpour wall. 

The same type of stilling basin with baffle wall is shown by 
that used for a chute on the Medina project, Texas (Fig. 114). 
The chute is a concrete lined trapezoidal channel designed for 
an outlet velocity of 30 feet per second and a discharge of 600 
second-feet. At the lower end of the chute the cross section 
widens and in the center a concrete cutwater divides the flow 



Fig. 114.—Stilling basin with baffle wall for chute. Medina Project, Texas. 


and produces a more nearly equal distribution of the shock of 
the water on the undershot baffle, by spreading the flow on both 
sides. The structure and the outlet concrete lined section are 
reinforced. 

The upward splashing of the water may be prevented by using 
in the place of a vertical baffle wall one sloping upstream or 
curved, so that the water will strike it on a more acute angle and 
deflect the flow downward. The curved form was given to 
the baffle wall of the pipe chute on the Sun Eiver project, Mon¬ 
tana (Figt 109) and to a curved steel-plBfte baffle on the Truckee- 
Carson project, Nevada (Plate XIV, Fig. D). 

A form outlet which combines a large stilUng basin with a 
box is illustrated by that used lor Sulphur Creek wasteway 
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chute, previously described (Fig. 108). This type of receiving 
box will 'destroy the high velocity and the 2 X 4-foot outlet 
openings in the side walls will diffuse the flow uniformly in the 
basin, but may be subject to obstruction by brush sticks or large 
material carried by the water. In this case the chute is a waste¬ 
way channel used only occasionally, so that the liability of 
obstruction would not be as serious as when used continuously. 
The use of a baffle wall inside of a large stilling basin, so that 
the water splashing will fall inside the stilling basin, is a good 
combination. 

For a pipe chute, the outlet end of the pipe should be placed 
at the bottom of the discharge box or funnel-shaped basin, in 
order that the high velocity will be destroyed by or diffused in 
the larger volume of water above the outlet. This form of 
outlet for small pipe chutes is illustrated by that used on the 
Umatilla project, Oregon (Fig. 111). For large pipe chutes the 
design used on the Sun River project is interesting. In this 
outlet structure the water strikes the curved baffle of the circular 
well, which deflects the flow downward, and the water then 
rises and escapes through three openings above the baffle, each 
about 7 feet 4 inches wide, with provision for the insertion of 
baflS^e bars made of X T-bars, spaced about 12 inches 
apart. These bars will help in stilling the water by diffusing the 
outgoing flow, but will be objectionable if the water carries 
large material which may cause obstruction. 
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CHAPTER VIII 


DISTRIBUTION SYSTEM 

Parts of Distribution System.—The distribution system con¬ 
sists essentially of the channels required for the conveyance of 
the water to all parts of the irrigable area and of the structures 
required for the regulation, division and delivery of water. 

The channels of the distribution system (Fig. 115) include: 

1. The main canal commanding the entire irrigable area and 
supplying the main laterals. 

2. The main laterals commanding the main divisions of the 
irrigable area and supplying sub-laterals and distributaries. 

3. The sub-laterals used when a main lateral subdivides into 
two or more branches. 

4. The distributaries which are supplied from the main laterals 
or sub-laterals and convey the water to the farm units. 

5. Natural channels or sloughs favorably located, used on a 
few systems for the conveyance of irrigation water. 

6. The waste or tail channels, which are the extensions of the 
channels of the distribution system, down to a natural water 
course, depression or other point where the waste or unused 
water can be disposed of. 

The structures required for the regulation, division end 
delivery of water are: 

1. Check gates to control or raise the water level in the supply 
canal or lateral, in order to divert the required flow through one 
or more lateral headgates or delivery gates upstream from it. 

2. Lateral headgates at the head of laterals or distributaries 
and delivery gates at points of delivery to farm units. 

3. Measuring boxes or devices for the measurement of water 
at points of delivery to farm units, and in some cases^t the head 
of laterals and distributaries. 

Other structures required are thqse for the protection of the 
system and misoellaneous structures. Those required for the 
protection of the is^stem include: wasteways and escap^ to dis« 
pom of esteem watter or to discharge the entire flow in a wasto 

ttf 
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channel; drops, rapids or chutes to absorb excess grade and pre> 
vent excessive velocities, and, in a few cases, sand boxes or sluices 



to prevent or reniove deposits of material transported by the 
water. Misoellaneous structures are: (1) those required at the 
eroe^iiig of drainage channels or depressionB, i^eh include 
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flumes, inverted siphons, culverts, surface inlet or level crossings, 
and overchutes; (2) those required at road crossings which 
include bridges and culverts. Wasteways, escapes, sand boxes 
or sluices, flumes, inverted siphons and drainage crossings form 
usually a more important part of the diversion canal and have 
been considered in previous chapters and in Vol. I; drops, chutes, 
or rapids, while they may be of more frequent occurrence on 
laterals than on the diversion canal, have also been discussed 
in a preceding chapter in connection with the larger structures 
used on the diversion canal. 

The structures required for the operation of the distribution 
system are discussed in following chapters. 

Relation of Main Canal to Laterals and Distributaries and to 
Drainage Channels.—The watersheds of many streams will 
usually contain large bodies of irrigable land on both sides of 
the stream. When the available stream flow is suflEicient to serve 
all the irrigable land, or where the stream flow can be used most 
favorably on selected parts of the irrigable land on both sides 
of the stream, the irrigation project will then consist of two sepa¬ 
rate systems, with separate diversion canals both diverting water 
from the same stream, usually at the same point, by means of a 
common diversion weir. 

The diversion canal conveys the water from the point of diver¬ 
sion to the highest point of the area to be irrigated, which is the 
head of the main canal. The main canal usually commands all 
the land to be irrigated, from the main canal down to the main 
drainage channel or stream. The area commanded seldom has 
a uniform slope, but is usually divided into basins separated by 
ridges. Along the lower part of each basin is a more or less well- 
defined natural drainage channel or a continuation of depressions. 
The main canal is generally located on a flat grade along the 
higher boundary of the irrigated land; it intersects the ridges at 
points which are the locations of the head of the main laterals, 
is continued to serve all the main laterals, and usually ends as one 
of the laterals. TKe main laterals are located as nearly as 
possible on the line of the ridges, each one commanding the land 
on both sides from the watershed or ridge line down to the drain¬ 
age line of each basin. Where a basin is divided into sub-basics 
by secondary ridges, sub-laterals heading at the main lateral will 
run down the secondary ridges. The slope along these ridges 
will in some cases be steeper than can be jgiven to the gi:wde of 
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the laterals and may require the use of numerous drops or chutes. 
The main laterals and sub-laterals are the source Of supply for 
the distributaries which convey the water to the farms situated 
on both sides of the ridges. 

To obtain better regulation of the flow in the distribution sys¬ 
tem it is desirable to eliminate unnecessary variations in flow in 
the main canal and main laterals. Therefore deliveries to farms 
should be made directly by the distributaries, and as far as pos¬ 
sible no deliveries should be made directly from the main canal 
and main laterals. The general course of the distributaries is 
from the ridge or lateral down toward the drainage channel. 
Where the slope of the land is uniform, it is desirable that dis¬ 
tributaries follow property lines or roadways, in order not to 
cut up farm units. In some cases this will require that a dis¬ 
tributary run along two sides of a farm unit instead of diagonally 
across. If the farm unit is square, the length of the longer 
course along the two sides will be 1.4 times that of the shorter 
diagonal course, and will correspondingly decrease the available 
grade along the longer course. This will be an advantage if the 
diagonal shorter course gives an excess in fall, but otherwise 
will produce a smaller velocity, and therefore require a slightly 
larger cross section, which, with the greater length, will make the 
cost of earthwork for the longer course about 1.5 times that of 
the shorter course. On the other hand, the short diagonal 
course will cut up the farm unit in two or more parts, which will 
require: field bridges, two delivery gates to each farm unit, in¬ 
creasing the cost of the farm distribution system and making 
farming operations more difficult and expensive. A considera¬ 
tion of all the items of cost and of the disadvantages of the shorter 
course wiU usually make it preferable to locate the distributaries 
along the property lines, whenever the topography will permit 
it. The shorter diagonal course will be necessary when irregu¬ 
larities or ridges in the topography of the farm units fix the posi¬ 
tion of the distributary, or when it is necessary to reach certain 
high points which can only be reached by using as short a distrib- 
utaiy as possible on a flat grade. On one project in California too 
strict adherence to the location of distributaries along property 
lines brought portioxis of them across low ground, where the 
canal section was largely or entirely in fill,i and it was later found 
necessary to replace them by shorter diagonal (Kmrses whidi 
plsiced them along the h^h land where they belon|e£L 
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General Types of Distribution Systems for Land withSmootii 
Uniform Slopes. —Where the distribution system serves flat 
valley land or land which has a uniform unbroken slope from 
the main canal down to the lower boundary of the land to be 
irrigated, with no ridges to indicate the position of the laterals and 
sub-laterals, several plans for the location of the distribution sys¬ 
tem are feasible. Usually a few irregularities in the topography 
will indicate the best plan, but in some cases the best solution 
can only be obtained by the economic comparison of at least two 
general plans. 

The first general plan will consist in placing the main lateral 
transverse to the main slope, on a flat falling contour grade skirt¬ 
ing the upper boundary of the land to be irrigated; the laterals 
will then be run longitudinally with the slope down the steepest 
grade, supplying the distributaries which take out water from 
both sides of each lateral. The distributaries will then be across 
the slope, on a flat grade, serving farm units only on the downhill 
side. The flat grade of the distributaries is favorable to a com¬ 
paratively large seepage loss, and will make it desirable to shorten 
their length by spacing the laterals comparatively close. By this 
plan the strip of land between two laterals is served by distribu¬ 
taries of about equal length running from each lateral toward 
the center of the strip of land but stopping at the last point of 
delivery. The length of the distributaries is therefore less than 

of the average width of the strip, A spacing between 
laterals not greater than 2 to 4 miles, depending on the character 
of the soil, with corresponding lengths of the distributaries of 
about to % miles and IK to 1% miles, respectively, is de¬ 
sirable for methods of irrigations requiring large irrigating heads, 
such as 10 to 20 cubic feet per second, as commonly used in 
Arizona and Central California for the check flooding method of 
irrigation. A spacing between laterals not greater than 1 to 
2 miles is desirable where smaller irrigating heads, of 2 to 4 
second-feet, are delivered to farm units. 

Where the average length of laterals is not great, such as 
when the width of the body of land, between the main canal and 
its lower boundary is comparatively small; then it may be more 
eeonomical to eliminate the distributaries and place the laterals 
suf&ciently close together to serve as distributaries. Por farm 
units of M acres this will require laterals serving land ^n both 
sides, mile ajpart Each lateral wiU then cariy a eompari^ 
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small flow, which makes this plan specially desirable where the 
surface slope is so steep as to require a large number of drops 
or chutes for laterals of large capacities spaced farther apart. 

The second general plan will have the main canal placed longi¬ 
tudinally with the slope, down the steepest grade, which may 
require numerous chutes or drops; the laterals will be placed 
transversely to the slope, on a flat, falling contour grade, and 
the distributaries will run down the steepest slope with de¬ 
liveries to the farm units on both sides. The steep slope of the 
distributaries is favorable to a small seepage loss and permits 
the use of longer distributaries than in the previous plan. But 
in this second plan the distributaries extend only on one side of 
the supplying lateral. Therefore the laterals, if spaced the 
distances given above for the first plan, will give distributaries of 
about double the length, which because of the steep slope is 
not excessive. The distributaries will in general deliver to 
tiers of farm units on both sides and will therefore be spaced in 
general twice as far as in the first plan. The favorable position 
obtained for the distributaries will in many cases make it the 
most economic plan, both^in first cost of construction and in 
the efficient conveyance of the water. 

Importance of Distributaries.—On most projects the aggregate 
length of the distributaries will be several times that of the 
laterals and main canal, and they serve probably the most 
important function of the system in delivering the water to each 
farm unit; they therefore deserve careful consideration in the 
plans of the distribution system. 

On many older projects the construction of the distribution 
system by the company or district has been confined to the main 
laterals; this has required the construction of distributaries and in 
some cases sub-laterals many miles in length by the individual 
water user or by an association of the water users. On other proj¬ 
ects the main laterals, sub-laterals and a few main distributaries 
have been constructed to convey the waterwithin a comparatively 
short distance of the farms, usually within 1 mile or less. On 
many of the new projects it has been found desirable to con¬ 
struct the complete system with all the distributaries required 
to deliver the water to the highest point in the boundary of each 
farm unit at an elevation sufficient to reach the highest irr%able 
land in the unit. 

The result of experience shows that construction qf part 
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of the system by individuals or by water users is not desirable; 
it usually results in poor construction because of inexperience in 
this kind of work, in poor location, and in duplication of dis¬ 
tributaries. It also places this additional labor and hardship 
on the farmers at a time when they have all they can attend to 
properly in the development of their farms. In the operation 
and maintenance of the system similar difficulties have re¬ 
sulted where the main canal and laterals are under the control 
of the management of the company or system, and the dis¬ 
tributaries are operated and maintained by individual farmers or 
groups of farmers. The result has usually been poor main¬ 
tenance, poor operation, considerable friction between farmers 
on the same distributary and dissatisfaction with the manage¬ 
ment of the company. This is especially well demonstrated 
by the experience on at least one project of the Reclamation 
Service. This project includes two separate systems having the 
same source of suppl}'’ and serving two similar bodies of land, 
one on each side of the river. The land is similar and the two 
systems are under the same central management, but in one 
system the operation of the distributaries was left to the farmers, 
while in the other system the operation of every part of the system 
is under the same management. On this project general dis¬ 
satisfaction resulted on the system where the distributaries were 
operated by the farmers, while on the other general satisfaction 
prevailed. 

Natural Channels for the Conveyance of Irrigation Water.— 

Large natural channels, such as streams, creeks or sloughs, are 
occasionally so located with respect to the diversion canal or 
main canals that the flow from these canals may be discharged 
into them and taken out farther down by simple diversion 
works, thus saving considerable length of diversion or main 
canal. These conditions are found on a number of projects, 
such as the Tieton project in Washington, the Twin Falls Salmon 
River project, the Twin Falls South Side project, and the Boise 
project, in Idaho. 

Smaller natural channels coming across the msin canal can 
also be used in the place of laterals. They are supplied at their 
intersection with the main canal through headgate structures, 
and the flow is diverted from them to supply the distributaries 
by check-gate structures across the channel and distributary 
headgates at the head of the disl^butfu^ies. This practice 



284 


IRRIGATION STRUCTURES 


has been used rather extensively oir the distribution syistem of 
the Twin Falls Salmon River project and the Twin Falls South 
Side project, where the conditions are unusually favorable; 
these are: a comparatively steep slope, facilitating easy diver¬ 
sion from the channels, well-defined channels whose beds are 
composed largely of gravel and lava rock, which resist the high 
velocities. The advantages of their use is that under such 
favorable conditions, they will save considerable cost, they 
are safe channels, and usually give a small conveyance loss 
with, in some cases, a gain due to collected run-off of return 
waters from irrigation. 

In general the practice is not desirable, especially if these 
channels are the natural outlet for run-off and underground 
drainage water and if the system is operated during the period 
when these channels may have to carry the natural run-off from 
rain or the melting of snows. These conditions will favor water¬ 
logging and make operation more difl&cult, and the channels 
will in many cases be required for the main arteries of a drainage 
system. 

Waste and Drainage Channels.—On most projects the surface 
of the irrigable area is nof smooth, without depressions or ir¬ 
regularities, although it may approach it in the lands of the 
plains or in the lower lands of large valleys. The irrigable 
land will usually form more or less well-defined depressions or 
distinct natural channels, in which drainage water will collect 
and if not obstructed will be carried to the main water course 
or stream. The drainage water may be produced by irriga¬ 
tion or by rainfall or by both, and may be either surface run-off 
or underground water. The surface run-off from irrigation may 
be the waste obtained at the ends of fields or the waste or surplus 
reaching the lower end of laterals and distributaries. 

Surface waste by run-off at the ends of fields will vary with the 
method of irrigation and the skill and attention of the irrigator. 
With furrow irrigation and flooding in checks the waste can be 
practically eliminated. With the free flooding from field ditches, 
which is the prevailing method of irrigation in the Rocky Moim- 
tain States, the waste cannot be entirely prevented. Heas^ 
ur^neots on a number of projects in Montana give an average 
field waste of about 10 per cent, of the water applied. This 
waste is usuaQy cdlected by small shallow drainage dltdies at 
^ lower end of the fields^ and passes into other field 
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or distributaries, or is conveyed to the natural water courses 
through larger drainage ditches which supplement the natural 
water courses. 

The amount of waste or unused water at the end of laterals 
and distributaries will depend largely on the method of operation 
and the care used in the regulation of the flow in the different 
parts of the system. The distributaries can usually be operated 
and regulated so that all the water apportioned to them will 
be delivered and used, but on the laterals there may be times 
when an excess supply, resulting from variations in flow or from 
uhused water, will reach their lower ends. Sometimes this 
water can be disposed of on worthless low land, but this practice 
is seldom desirable; usually all laterals and important distribu¬ 
taries should therefore be extended by what are called tail 
channels to dischaige into water courses. 

Underground water, due to irrigation, is produced by the seep¬ 
age loss from the canal system and from the loss by deep per¬ 
colation of the water applied to the land. The practice of irri¬ 
gation usually causes a general rise of the water-table which on 
practically every project results in time in the damaging of 
considerable land by waterlogging and by the accumulation of 
alkali salts at the surface. The extent of this damage is largely 
dependent on the extent and drainage efficiency of the natural 
water courses. 

Except on a few smaller systems consisting of concrete lined 
canals, flumes or pipe lines, where water is used very economically 
and with care, the natural drainage is not sufficient and on many 
projects complete drainage systems must ultimately be con¬ 
structed. The location and design of a drainage system must be 
based on a careful study of the causes of waterlogging, and re¬ 
quire an investigation of the soil, especially of the subsoil forma¬ 
tions. The location cannot be based entirely on surface condi¬ 
tions; this is well illustrated by the occurrence on many projects 
of waterlogged areas where the surface conditions are apparently 
favorable for natural drainage. For these reasons the planning 
of a drainage system must usually be postponed imtu the needs 
for it are indicated by the appearance of affected areas. The 
principles of the design of drainage eystems for irrigated lands 
are not presented, in order not to exc4^ the scope cff Urn book. 
It suffice ip emphasize the importance of drainage by stating 
varions estimates of the land rendered worthless or ^m^aged 
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by the rise of the water-table, with the consequent accumulation 
of alkali and waterlogging, place the total area on the projects 
of the arid region in the United States at 15 to 20 per cent, of 
the area irrigated. 

Details of Location of Distribution System.—The location is 
preferably first made on maps of the topographic survey of the 
irrigable area and then laid out in the field, with minor modifica¬ 
tions where necessary to adjust the lines more closely to the topog¬ 
raphy. The only variation from this procedure may be for 
rather unusual topographic conditions, such as regular slopes, 
pronounced well-defined ridges and depressions, when the pai5fer 
location may be omitted, but as a rule a complete study based on 
a careful topographic survey will result in more economical and 
better location. The greatest value of a careful topographic 
survey may be not for the location of the main canal and laterals, 
but for the location of the distributaries, the elimination of high 
land areas, included within the boundaries of the distribution 
system but too high to be served, and for advising the settler 
in the preparation of his land for irrigation. In Vol. II, Chapter 
II, the methods of survey,are considered. 

In the location of the system on the topographic maps or paper 
location, one of the most important considerations is the necessity 
of adjusting the position of the laterals and especially the distribu¬ 
taries with respect to the ground surface, so that the water level 
in them is at a sufficient height above the ground surface to at 
least make deliveries to the high points or to the upper limit 
of the highland areas, and if possible to permit the installation 
of measuring boxes. 

The distributaries should therefore be first considered. Usually 
at least 6 inches, plus the fall necessary to reach the high point on 
a flat grade, is desirable for this difference in elevation between 
the water level and the high point. To meet this requirement, 
the position of the bed of the distributary with respect to the 
ground surface and its grade is fixed by first plotting on the profile 
the required elevation of the water surface at the high points of 
deliveries and then connecting these by a line, which gives the 
grade line of the water surface in the distributary. Where this 
will bring the canai mostly in fill, as is often the case, it will 
dually be more economical to place the canal more nearly in 
balanced cut and fill with oheek^ gates at each point of delivery, 
building up the banks of ihe distributary for a short di^tim^e 
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upstream, to permit the backing up of the water. On most dis¬ 
tributaries and practically always on those Wrying a single 
irrigating head, a check gate is necessary at every delivery 
gate. 

The laterals must be located and their position in cut or fill 
fixed to make the diversions through the distributary headgates 
with the required or desired difference in elevation between water 
levels. Where feasible, it is desirable to have the water level 
in the lateral, when operated at its minimum capacity (usually 
not less than 3^^ to }4 of its full capacity), at least 6 inches above 
the full supply water level at the head of the distributaries. This 
will largely eliminate the use of check gates, which are usually 
considered detrimental, in that the checking of the water increases 
seepage losses, encourages silt deposits, and may cause the over¬ 
flowing of the banks resulting in some cases in breaks. As a rule, 
however, the elimination of check gates is only possible on laterals 
or portions of laterals which serve distributaries on steep grades, 
and in country with flat slopes, high knolls or high land areas it 
will usually be necessary to maintain the water level in the lateral 
by means of check gates up to its normal full supply level and to 
use a very flat grade for the distributaries. Under these con¬ 
ditions the minimum desirable difference in elevation between the 
full supply water level in the lateral and that at the head of the 
distributary may be taken as 6 inches. 

The position of the canal section in cfit or fill for a main canal 
or lateral is determined much in the same manner as for a dis¬ 
tributary, by locating on the profiles the required water surface 
elevations at controlling high points, and from this the grade of 
the bed of the canal. Usually the main canal and the larger 
part of the laterals will be in balanced cut and fill section, and the 
distributaries will have a small excess of fill obtained by borrow¬ 
ing from each side and preferably from high points or high 
areas. 

The following extracts taken from the instructions for the re- 
survey of the irrigable lands on the Lower Yellowstone project 
Montana, as stated by R. S. Stockton, the theh Irrigation 
Manager, are of special interest as representing practice learned 
by experience on this project: ^ 

1. Determine if water will run from the given turnout to the 
high of each farm unit or tract shown on the i^pproved 
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% If 8ome of the land is above water, make report as to whether 
same ean be irrigated from another turnout or by raising banks of 
lateral a reasonable amount or by extending across an adjacent 
farm unit. The amount to be spent in such a case would depend 
on the acreage to be reclaimed. In deciding on the land above 
the water, assume that knolls not over 13 ^^ acres in extent 
or ridges not over 200 feet wide will be levelled down by the 
owner. 

8. If some of the land is above water or doubt exists as to 
watering any portion of the tract, run out the head ditches on a 
grade not flatter than of a tenth to 100 feet. Assume 
the head ditches 13 ^^ feet deep and carrying 1 foot of water, and 
for any considerable portion of the land, the water surface should 
be foot above the ground surface, but does not need to be that 
much above the highest knoU or ridge when in 100 feet or so the 
water would be well above the ground in the field ditches. Where 
possible the head ditch grade is taken 3^ foot below grade of 
lateral to take up loss of head in turnout (delivery gate), which 
might be, however, only 3^o or of a foot for a turnout box 
12 inches by 18 inches delivering 3 second-feet of water. In 
cases where there is not enough fall and every bit of head must 
be saved, the grade of the ditch is taken out IJ^^ to 2 feet below 
the top of the bank of the distributary. This implies checking 
the distributary to within about M foot of the top of the bank 
for a fair head of water*in the head ditch. Such a head ditch 
should be extra wide and deep, say 2 feet deep, so that in places 
where field lateral ditches take out from the bottom of the head 
ditch they will have a better flow of water. 

Design of Canal Cross Sections for Distribution System.— 
The principles of design are included in the general discussion of 
canal cross sections, presented in Vol. II, Chapter VI. Smaller 
distributaries will usually have the forms and dimensions given 
for farm ditches in Vol. I, Chapter VII. It is especially im¬ 
portant that distributaries and laterals have a large part of the 
water cross-sectional area above the ground surface; this is ob¬ 
tained with comparatively shallow wide ditches. An excesd 
of fill win often necessary, but its amount may be reduced 
by using minimum widths for the tops of the bai^* The top 
widtib of bank is usually seleeted a little larger for a cans} seo- 
tibn all in fill than for one largely in cut, to give addittonal 
safety ^^gainst breaks. nunimum commonly used for dia* 



DISTRIBUTION SYSTEM 


289 


tributaries and small laterals is 3 to 4 feet. The freeboard for 
normal full supply flow in distributaries is usually 1 foot; with a 
minimum freeboard, when the flow is checked, of not less than 
6 inches. In laterals the minimum freeboard when checked 
should be not less than % of the normal freeboard. The usual 
side slopes are 1)4 to 1 and 2 to 1; the flatter side slopes will 
produce a smaller change in the depth of water for a variation 
in the flow. 

Classification of the Irrigable Area and its Subdivision in Farm 
Units.—In order to command all the desirable irrigable area, 
it may be necessary to include within the boundaries of the 
distribution system a considerable area of non-irrigable land, or 
land which must be excluded from the irrigable area. There 
may be pieces of land or top of knolls which are too high to be 
reached, or areas of unfit or inferior land because either too 
rocky, too rough, too porous or charged with excessive amounts 
of alkali salts. In the area which is irrigable there will be 
certain parts occupied by fences, ditches, drainage channels, 
farm and county roads, railroads, rights-of-way, buildings, farm 
yards, schoolhouses, town sites, etc., and where the climatic 
conditions are favorable for dry farming, such as in certain 
sections approaching semi-arid conditions, there may be con¬ 
siderable areas in crops for which irrigation is not necessary or 
for which irrigation may be only desirable but not necessary 
except during dry years. There will also be on most systems, 
even when fully developed, areas which will remain idle for one 
or more seasons, and on nearly all systems the general rise in 
the water-table produced by irrigation results in the waterlogging 
of and the accumulation of alkali salts to an excessive amount^ on 
n small acreage, at first, but if not stopped by more economic 
use of water or by drainage, extending over a large part of the 
irrigated area. 

Net Area to be Irrigated.—^The system is usually designed for 
the net area to be ultimately irrigated. The land, which must 
be excluded on account of its elevation being too high, is best 
determined from the topographic survey of the area within the 
boundaries of the district and must be considered in connection 
with the location and elevation of the water level in the lateral 
or distributary. A rule used for a system in OaHfomia is to 
consider as non-irrigable all land which could not be teached 
by a distiibutaiy on a mimtnnm oi 41^ in ndth 
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an extra fall of 6 inches. The land which must be rejected, be¬ 
cause unsuitable or undesirable, must be determined from a 
physical and chemical survey of the soil. The ratio of the 
net area irrigated to the gross irrigable area included in the 
system will depend on a number of factors. 

Mr. Don H. Bark, of the U. S. Department of Agriculture, 
found, from a survey of about 16,000 acres of well settled irri¬ 
gated land in Idaho, that the net area of irrigated and culti¬ 
vated land was 91 per cent, of the gross area. The surveyed area 
apparently did not include town sites, land made unfit by water¬ 
logging or by the use of alkali, or land remaining idle or dry 
farmed. The result gives a per cent, of waste or non-irrigated 
land smaller than is generally assumed. A common estimate 
of the net irrigated land, obtained after full development, is 80 
per cent, of the gross irrigable area, and when the climatic 
conditions are favorable for dry farming such as on certain 
systems in the Sacramento Valley of California where deciduous 
trees, cereals, beets will yield profitable crops in normal years 
without irrigation, the per cent, of net irrigated land may be 
considerably smaller. 

Size of Farm Units and Plan of Subdivision.—The size of 
the farm units will affect the number of distributaries required 
to make the deliveries. On most projects and especially those 
of the Reclamation Service the average farm unit is from 10 to 
20 acres for land planted to orchards and from 40 to 80 acres 
for land planted to alfalfa or diversified field crops. These 
have been foxmd to be the most desirable size for new settlers 
with limited means. 

The irrigable area is usually subdivided into square or rec¬ 
tangular farm imits to conform with the section and section 
lines of the U. S. land surveys. This method facilitates the 
subdivision surveys and is well adapted to fairly uniform slopes, 
but when used where the topography is irregular so that many 
of the farm units are divided by ridges, depressions, or drainage 
channels, it will require more complicated and expensive farm 
distribution systems than for farm imits adjusted to the topog¬ 
raphy, with upper and lower boundaries located along the 
ridges and drainage lines. Except on a few smaller systems of 
high priced land, the compUcations and difficulties of subdivision 
into farm units of irregular size adjusted to the topography have 
been regarded as too great to ado]^ this system of subffivisimi. 
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METHODS OF OPERATIONS OF DISTRIBUTION SYSTEM AS 
AFFECTING THE REQUIRED CARRYING CAPACITIES: 

CONTINUOUS FLOW-ROTATION FLOW- 
DELIVERY ON DEMAND 

Principles of Methods of Operation.—When the entire dis¬ 
tribution system is operated on the continuous flow hasiSf water 
is run in the main canal, laterals and distributaries all of the time 
during the irrigation season, and the flow during a period of 
deficiency is prorated to the diflferent branches according to the 
area which they supply. 

Operation by rotation may include: 

First. —Rotation between the water users or groups of water 
users on each distributary, with continuous delivery at the head 
of the distributary; in which case the entire flow of the distribu¬ 
tary is used in turn by the water user or groups of two or more 
water users for a period of time proportionate to their acreage. 

Second. —Rotation between distributaries served by the same 
lateral combined usually with rotation between water users on 
each distributary. Usually the water carried by the lateral will 
be divided between groups of distributaries by operating the 
lateral in sections with the entire flow going to each section in turn. 
For instance, if a lateral serves 4,800 acres, with a capacity of 
80 second-feet, it may be divided into four sections, each of which 
supplies a number of distributaries commanding a total of about 

of the total area or about 1,200 acres, each receiving the en¬ 
tire flow for of the time. This period of time may be 1 week 
out of every 4 weeks, or 5 days out of every 20 days or other 
suitable time periods, depending on the frequency of rotations. 
In each section the flow may be divided between all of the dis¬ 
tributaries, supplied by that section, proportionately to the area 
commanded by each distributary, or may be divided and rotated 
between groups of these distributaries; for instance, if the de¬ 
sirable irrigating head is 16 second-feet, the flow may be divided 
and rotated between groups of five distributaries, each dis¬ 
tributary receiving one irrigating head for a period of time pro¬ 
portionate to the area it serves, and the irrigating head in each 
distributary is assigned to each of its water users in turn for a 
fixed time per acre irrigated. 

rAfrd.“Rotation between laterals, by operating the main canal 
either continuously for its entke length, or by dividing it into 
options, and with or without rotation between distributaries* 
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Th^ method on the Modesto district has been to practise rotation 
between laterals, with rotation between distributaries, during 
the period when the available stream flow decreases below about 
^ the caparcity of the system. 

Delivery on demand at the time and in such quantities as re¬ 
quested by the water user cannot be obtained in practice, but 
may be approached by the enforcement of certain restrictions 
which will give sufficient time to distribute the period of maxi¬ 
mum demand over a longer interval. This may be obtained by 
requiring several days’ notice from the water user and by limiting 
the amount of water he is entitled to receive. Without such 
restrictions, the required large capacity of the system as a whole 
would in most cases make the cost of the system prohibitive. 
The period of maximum demand will be shortest and most in¬ 
tense when a large part of the area is planted to the same crop 
and for shallow rooted crops, especially cereals which require 
irrigation within a short period at certain stages of their growth. 
Delivery on demand can be more nearly approached for diversified 
crops, with an ample water supply, a comparatively short diver¬ 
sion canal and a small system. It has been used successfully 
on a number of projects in Colorado, where a large part of the 
water supply was from storage reservoirs and a fixed quantity 
for the entire season was apportioned to each water user, with the 
privilege of using it at such times as he desires. It is frequently 
used during the early period of development of irrigation systems, 
when a comparatively small part of the irrigable land included 
in the project is irrigated. 

Methods of Operation Used in Practice .—Operation by con¬ 
tinuous flow^ modified on a few systems by delivery on demand 
during tMb period of ample supply, is the prevalent method on the 
systems in Montana, Wyoming, Washington and Idaho, In 
systems more recently constructed in these states, especially 
several in southern Idaho and some of those of the Reclamation 
Service, and on a number of older projects, operation by rotation 
between water users has been introduced to a limited extent. 

Operation by rotation is probably the prevalent method in Utah, 
California, New Mexico and Arizona, On the Bear River Canal 
^tem in Utah rotation is practised on the distributaries; the 
watet user rec^ves the water once a week; a minimum irrigating 
iiead of 2.1 second^feet is delivered for 1 hour for each nwcre, 
hut ho may use and often does use double the head for half the 
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time; he confines the flow of each week to about 34 of his acreage, 
thus requiring four turns to irrigate his entire holding; this gives 
him an average of 8.4 inches depth of irrigation, equivalent to 
9 inches per month. On this system in 1908 about 45 per cent, 
of the irrigated land was in cereals, 22 per cent, in alfalfa, and 
15 per cent, in sugar beets. The diversification of crops on this 
project, with a considerable acreage in at least one deep-rooted 
crop such as alfalfa, is especially favorable to the rotation practice 
adopted. 

On the Huntley project in Montana, with a crop distribution 
similar to that given above but with a smaller acreage in cereals 
and larger acreage in beets, rotation at 1-week intervals was 
used at first and later changed to 4-day intervals. The ro¬ 
tation practices on this project and on the Bear River Canal sys¬ 
tem are typical and applicable to systems in Montana, Utah, 
Wyoming and elsewhere, which serve land planted to diversified 
crops, with the larger acreage in annual crops such as cereals 
and sugar beets, with a smaller area of alfalfa, and irrigated by 
free flooding from field ditches, with the usual irrigating head of 
2 to 4 second-feet. 

On the Tempe Canal system in Arizona, rotation is practised 
on the distributaries between water users. The irrigating head 
is 10 to 15 second-feet and is delivered to the water user, every 
6 to 10 days, when the river is normal, for a period of time de¬ 
pending upon the number of shares he owns. On the Salt River 
project in Arizona delivery is made by rotation once in 8 days, 
continuing from 6 to 12 hours for 40 acres, with an irrigating 
head of 10 second-feet. Of the area irrigated in 1911, 55 per cent, 
was in alfalfa and 28 per cent, in cereals. The prevalent method 
of irrigation is by flooding with border checks. The rotation 
practices for these projects are typical for the southwest for sys¬ 
tems serving land planted largely to alfalfa with a considerable 
area of cereals, irrigated by the border check flooding method. 

On the Modesto irrigation district system in California rotation 
is practised as previously stated. The irrigating head is about 
20 second-feet and is delivered to the water usei? once in 4 
weeks for a period of 20 minutes to the acre. About 76 per cent, 
of the land is in alfalfa. Border checks and rectangular checks 
are used almost exclusively. The rotation practice on this 
^tem is r^rcs^tative of the practice on a number of (projects 
in San Joaquin and Sacramento VaQe^^Si where the area in 
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alfalfa is about 75 per cent, of the total area irrigated and 
where shallow rooted crops are of minor or no consideration. 
The interval between irrigations of 4 weeks may be longer than 
is desirable, especially for porous sandy soils. 

On the irrigation systems of southern California, supplying 
citrus orchards or walnut orchards, with in some cases a smaller 
acreage in alfalfa, operation by rotation between water users and 
usually between pipe distributaries is necessary on account of the 
small orchard units, usually not over 10 acres, and the high duty, 
which on a continuous flow basis would give a stream too small 
to irrigate with. A common allotment is equivalent to 1 miner’s 
inch continuous flow to from 5 to 7 acres; the general practice is 
to accumulate the right to the flow for a period ranging from 30 
to 60 days, usually about 30 days, and use a head of from 25 to 
100 miner’s inches (}'i to 2 second-feet), usually 40 to 60 miner’s 
inches, for a length of time depending on the acreage, generally 
of 24 hours for each 10 acres. 

Selection Between Operation by Continuous Flow and Rota¬ 
tion.—The concensus of opinion of irrigation engineers and super¬ 
intendents is that operation by rotation is in general preferable, 
and its use is gradually being extended to replace continuous 
flow operation. There is no doubt that it can be applied ad¬ 
vantageously to a large number if not the majority of irriga¬ 
tion systems on which operation by continuous flow is now 
practised; but there are certain conditions which will require 
continuous flow operation. 

The conditions most favorable to continuous flow are an 
ample water supply, comparatively large farm units to give allot¬ 
ments of water sufficient for economical irrigation heads, with 
which rotation can be practised on each farm unit, irrigation 
methods which require a comparatively small irrigating head, 
Soil texture or topographic features which require a small head. 
Some of these conditions are obtained on many of the systems 
in Washington, Oregon, Idaho, Montana, Wyoming, and British 
Columbia, where the land served is either steep and rolling, com¬ 
posed of light soil easily eroded, such as some of the orchard 
foothill lands in Washington, which require irrigation by furrows 
with small heads; or where the land is divided into comparatively 
large holdings of 80 to 160 aeres or more, in which case each farm 
uhii will have an allotment of at least 1 tp 2 second-feet con^ 
tinuotis flow. On some of the older systems with lunple water 
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supply, often protected by excessive court decrees, compara¬ 
tively large irrigation heads may be obtainable even for smaller 
farm units, but this usually results in the head being used only 
part of the time and wasted the rest of the time. In greater 
detail the conditions most favorable to and the special ad¬ 
vantages of continuous flow are: 

1. When a canal system includes considerable wooden flum- 
ing, in which case a continuous flow is desirable to keep the 
flumes water-tight and in good condition and to prolong their 
life. 

2. On heavy clay soils, subject to cracking or drying, in which 
cases a continuous flow in the ditches may produce a smaller 
seepage loss and fewer breaks than a rotation flow. 

3. Continuous flow requires smaller distributaries and struc¬ 
tures and in some cases smaller laterals. This advantage is, 
however, very small, for usually the distributaries must be made 
of a certain minimum capacity which would permit rotation. 

4. Continuous flow is more convenient when domestic and 
stock water is obtained from the irrigation system. This is the 
practice on a number of projects, where ground water is not 
easily obtainable; but usually only during the early period of 
settlement. For these conditions rotation delivery requires the 
use of storage tanks. The disadvantages of continuous flow 
operation are indicated by the advantages of operation by 
rotation. 

The conditions which make operation by rotation most de¬ 
sirable are small farm units, irrigation methods which require 
comparatively large irrigating heads, and periods of deficient 
flow. Other controlling factors in the selection of the method 
of operation are the following advantages; 

1. The irrigating head which it gives is usually the size of 
stream best adapted to the prevailing method of irrigation, and 
is favorable to equal distribution of water on the land, with a 
minimum loss by deep percolation. It also decreases the seepage 
loss in the conveyance of water over the farm, because of the 
smaller proportionate loss in conveying a large stream^ and makes 
it possible for the water user to irrigate his farm in a compara¬ 
tively short time, 

2, The di^veries are usually made according to a fixed schedule 
which enables the water user to plan his other work and carry on 
hte farming operation in a businesdike way without contmuous 
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intemiptions to attend to irrigation. This makes him appreciate 
the full value of the water and the large head will usually make it 
necessary for him to devote his best efforts to its proper use 
with a minimum of surface waste, unless the head be too large 
for him to handle properly. 

The decrease in loss by seepage, deep percolation, and surface 
waste will reduce the time of irrigation by a greater ratio than the 
increase in head. For instance, with an irrigation head of 2 
second-feet in free flooding from field ditches, the time of irriga¬ 
tion will be less than of the time required with a head of 1 
second-foot. 

3. Rotation between distributaries and between laterals or 
sections of laterals will usually decrease the conveyance losses 
of the distribution system and will give periods when the ditches 
are dry, during which repairs and maintenance work can best be 
done. Moss and aquatic plants will be better controlled, if not 
killed during the dry period. 

4, The cost of operation will be materially decreased, es¬ 
pecially by rotation between groups of distributaries, which 
concentrates the work of the ditch tenders. 

6. A fewer number of structures for the measurement of water 
are necessary, because many of the distributaries will each carry 
a single irrigation head, which can be measured by a single 
measuring structure at the upper end of each distributary. 

On systems where the change is made from continuous flow 
operation to rotation operation, dissatisfaction may result 
at first, but if the system is made rather elastic duripg the early 
stages of its introduction, and if the irrigating head and interval 
between irrigations be adjusted to the irrigation method and 
crops, the results will be a more economical use of water and a 
feeling of equal treatment of the water users. 

CARRYING CAPACITY OF DISTRIBUTION SYSTEM 

General Considerations.—The capacity of the irrigation 
system, considered as a whole, must be based not only on a care¬ 
ful consideration of all available data on the duty of water, 
especially seasonal duty, but on estimates of the maximum use 
of ^ater. The variations in use during the irrigation season, 
as far as monthly use is conc^ned, are represented by the mcmthly 
seasotuil duty, but estimates of capacity based on data e| the 
xnaaiihum inonthly use may w some cases be conaiderids^y less 
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than the desired maximum capacity during a portion of a month. 
The maximum use for which the system must be designed is 
limited by the character of the water supply and economic 
considerations. 

When the supply is deficient and obtained from a stream 
which is subject to sudden variations in flow, which are not 
regulated by storage, then there will often be a large flow for a 
few days which may be used to advantage for a heavy irriga^ 
tion, especially if a period of deficient flow is to follow. This 
condition will justify making the canal system comparatively 
large to benefit from the flood flow, obtainable only for a few 
days. The extent to which the additional cost of constructing 
a system of large capacity is warranted is based on the depend¬ 
ability of these freshets and on the value of the surplus water 
thus obtained. In general, the surplus flow from freshets or 
short period floods can be utilized to a smaller extent on large 
systems than on small ones, because of the operation difficulties 
resulting from sudden variations in flow. This type of water 
supply is obtained from streams whose flow is largely dependent 
on rainfall run-off, or from streams whose watershed is at a 
comparatively low elevation, on which the accumulated winter 
snow is subject to rapid melting. These conditions are ob¬ 
tained on a number of streams in the southwest states and many 
smaller streams in practically aU states. 

Systems depending on such irregular and deficient stream flow, 
not regulated by storage, will often show a relatively high 
average duty, but the maximum rate of use during the short 
period of large stream flow may be 2 or 3 times the average 
maximum monthly rate of use. For instance, measurements 
taken by the Irrigation Investigations of the U. S. Department 
of Agriculture, for the season of 1899-1900, on a number of 
systems in the Salt River Valley, Arizona, prior to regulation by 
storage, gave an average daily use for the month of maximum 
use of about 601 second-feet for 90,000 acres, or about 1 second- 
foot to 180 acres, while the maximum use during the month was 
at the rate of 1 second-foot to 66 acres. A similar condition of 
sudden fluctuation in use is obtained when the growing season 
is short and a large part of the irrigated land is planted to shallbw 
tooted Orpps which require the heaviest irrigation at about 
the mm ^)eriod of growth and within a short time. This is 
espqcdalijr noticeable on some of the Systems in the Rocky 
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Mountain States where a large part of the land is planted to 
cereals, and is less noticeable where alfalfa with orchards or 
diversified crops are grown. 

When tbe supply is ample throughout the season, or when there 
are no sudden fluctuations in the stream flow and the land is 
planted to diversified or deep rooted crops, then there will be no 
sudden variations in the use of water, and especially for larger 
systems the maximum use will be very nearly the same as the 
average daily use for the month of maximum use. 

The capacities to be considered in the design of the system are: 

First ,—The capacity of the diversion canal at the point of 
diversion. 

Second ,—^The capacity of the main canal at the head of the 
distribution system. 

Third ,—The capacities of the laterals. 

Fourth ,—^The capacities of the distributaries 

Capacity of Diversion Canal.—^The capacity of the diversion 
canal is usually made the same from the upper end at the point 
of diversion to the lower end at the head of the distribution 
system, except in some cases when for a short distance the upper 
end is given a surplus capacity down to the first escape or sand 
sluice; this may be necessary for closer regulation of the flow 
or to scour out material deposited in this section of the canal. 
Where the diversion canal is located along steep side hills, with 
rough rocky irregular topography, requiring expensive con¬ 
struction with numerous flumes or siphons, greater economy may 
result by using for the first years of development, temporary 
wood flumes built only for part of the ultimate capacity; but 
for rock excavation and permanent concrete construction it will 
generally be more economical to construct for the ultimate 
capacity, obtained from generous estimates in order that no 
expensive enlargements be necessary. 

The capacity of the diversion canal will be based on estimates 
of the maximum use as determined from the study of the gross 
monthly seasonal duty on similar projects and the factors affect¬ 
ing the maximum use as stated above. Estimates may also be 
based on a similar study of net monthly seasonal duty, to which 
must be added an allowance for the conveyance losses. The 
oonveyanoe loss will gradually decrease the flow in the canal 
system from the head of the diversion canal down to the points 
of delivery; to correspond with thi% the capacity of the diversion 
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canal could be made decreasing, but as the estimates of convey¬ 
ance losses are necessarily uncertain and as they will decrease 
either by the natural process of silting or by improvements made 
to stop them, the usual and desirable practice is to make the 
capacity of the diversion canal uniform from its upper to its lower 
end, except for unusually long canals. 

Capacity of Main Canal.—The capacity of the main canal at 
the head of the distribution system will be about the same as that 
of the diversion canal. The flow in the main canal and in the 
main laterals diverting from it will usually be continuous, so that 
the capacity of the main canal may be decreased below the head 
of each main lateral by the normal supply diverted by that 
lateral. It is desirable to make no reduction in the carrying 
capacity for the expected seepage loss. The capacity thus ob¬ 
tained for each of the different sections of the main canal will 
then permit carrying a surplus equal to the seepage loss. This 
small surplus capacity is desirable to allow for the variations in 
flow produced by the regulation of the main lateral headgates. 

Capacity of Main Laterals.—The main laterals are in most cases 
operated continuously through their entire length, but there are 
several projects, notably some* in the San Joaqjuin and Sacra¬ 
mento Valleys where rotation of flow is practised on the main 
laterals, by dividing each lateral into sections which will include 
the heads of groups of sub-laterals or distributaries whose com¬ 
bined capacity must equal the capacity of the main lateral. 

When a main lateral is operated continuously down to its lower 
end, its capacity may be diminished below the heads of sub-laterals 
and distributaries, but it must be designed for a comparatively 
lower duty than that of the main canal in order to obtain sufficient 
elasticity for variations in flow produced by the closure or regu¬ 
lation of headgates. 

When rotation is practised on the main lateral, the capacity 
of the main lateral must remain the same down to at least the 
beginning of the last rotation section, from which point it may 
be diminished down to required size of waste channel at the lower 
end. On the Modesto irrigation system this method of opera¬ 
tion is used on all the main laterals, and rotation between laterals 
is practised when the stream flow decreases to less than about one- 
half the full supply capacity of the main canal; this, howeyer, does 
not require any larger capacity than that reqtiired during the full 
supply period. 
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The capacities of the sub4aterals are obtained on the same basis 
as the main laterals when operated continuously, and on the same 
basis as distributaries when operated by rotation. 

Capacity of Distributaries. —The distributaries are usually de¬ 
signed for operation by rotation, in which case the carrying 
capacity of each distributary will depend not only on the area and 
number of farm units served, but also on the period of time that 
the water is in the lateral. For instance, if a distributary receives 
water for of the time, its capacity must be twice that ob¬ 
tained on a continuous flow basis. 

When the distributary is to be operated by continuous flow, 
its capacity is determined from a duty at least equal to and pref¬ 
erably lower than that of the laterals in order to permit the use 
of a surplus for short periods. 

The minimum capacity of any distributary must be not less 
than a satisfactory irrigation head, and when larger must be pref¬ 
erably a multiple of the irrigating head. The size of the irri¬ 
gating head will depend on the method of irrigation. For furrow 
irrigation it will range from a fraction of a cubic foot per second 
to usually not over segond-feet; a satisfactory head is about 1 
cubic foot per fsecond. For th« field flooding method it will 
range from about 1 to 4 second-feet; 2 second-feet is a de¬ 
sirable head. For check flooding a head less than 4 second- 
feet is seldom used, although with small checks 2 second-feet 
and even 1 second-foot may be used; usually the head will range 
from 10 to 20 second-feet; a satisfactory head is 14 to 20 second- 
feet. 

Suggested Values of Canring Capacities Based on Practice.— 

The above considerations show that the capacities of the dif¬ 
ferent parts of the system are all related so that the combined 
capacity of the distributaries diverting from a lateral must be 
at least equal to and usually greater than the capacity of the 
lateral; the same relation must exist between the combined 
capacity of the laterals diverting from a main canal and the 
capacity of the main canal. 

The carrying capacity of every part of the system must be 
based on the area supplied and on the considerations presented 
abhve. The estimates should be made after a complete $tudy 
d the seasonal duty, conveyance losses apd other factors on 
projects as nearly similar as posrible. From a study ^ tiio 
maximum use of water on a number of hvigatiem Ibo 
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following general valueB are suggested as representing average 
practice. These values must be used with caution and only in 
connection with the comprehensive study outlined above. 

Suggested Values pok Maximum Carbting Capacity op Diversion 
Canal ur Main Canal, Expressed in Number op Acres op Irrigated 
Land per Cubic Foot per Second 

1 second-foot to 40-60 acres, where supply is dependent largely on short 

periods of flood flows, without storage, such 
as on some projects in New Mexico and Ari¬ 
zona, or where a large part of the area irri¬ 
gated is cereals or other shallow rooted crops, 
creating a short period of maximum demand, 
such as on some smaller projects in the 
Rocky Mountain States. 

1 second-foot to 60-70 acres, used on a number of large systems in the 

San Joaquin and Sacramento Valleys, Cali¬ 
fornia, where the stream flow is usually 
ample for the first half of the irrigation sea¬ 
son, and for similar conditions in other 
states. 

1 second-foot to 70-80 acres, used on most systems, throughout the arid 

region, where water supply is fairly regular; 
for area irrigated largely in diversified shal¬ 
low rooted crops with some deep rooted 
crops, such as in the Rocky Mountain 
States of Wyoming, Montana, Utah and 
Colorado, 

1 second-foot to 80-100 acres, used on many systems, throughout the arid 

region, where water supply is Tegular, either 
naturally or by storage; for area irrigated 
largely in orchards and alfalfa, and a grow¬ 
ing season comparatively long, such as on a 
number of large systems in southern Idaho, 
eastern Washington, Oregon, Arizona and 
California. 

1 s^ond-foot to 120-160 acres, used on the majority of the larger systems of 

southern California, consisting of concreta 
lined canals and pipe-line distributaries; for 
area irrigated in citrus fruits, deciduous 
fruits and alfalfa, and on available water 
supply which is relatively small |tnd must be 
car^ully used. 

In general the smaller acreage in the suggested values should 
Inferably be used when the conveyance loss is eicpected to be 
comparatively large and for relatively small systems, operated 
dither on the d ema nd or on tbe^continuous flow basist 
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The laterals are usually designed for relatively larger maximum 
capacities to give a certain amount of elasticity in operation. 
The excess capacity to provide this elasticity in a lateral should 
be a certain percentage of the flow of water actually delivered 
at the head of the lateral—^usually about 40 per cent, of this flow. 
But the rate of flow delivered is less than the rate of flow diverted 
at the head of the diversion canal by the conveyance loss in 
the diversion canal. Therefore the maximum capacities for 
the laterals may be based on the suggested rates of maximum 
capacities given above for diversion canals, decreasing the 
areas of those rates about 10 per cent., where a comparatively 
large conveyance loss of 20 to 30 per cent, is expected and about 
25 per cent, where a small conveyance loss is expected. 

The distributaries are usually designed to permit operation 
by rotation, in which case their capacities will be based on a rate 
in which the acreage per second-foot will be about that of 
the main canal; the capacity must never be less than at least 
one irrigation head and preferably two. Mr. H. N. Savage, 
formerly supervising engineer for the Northern Division of the 
Reclamation Service, which includes Montana, parts of Wyoming 
and North Dakota, statds that in many projects of this division 
the main canals have been designed for a capacity of 1 second- 
foot to 80 acres, the laterals for 1 second-foot to 60 acres, and 
the distributaries for 1 second-foot to 40 acres, but not less than 
4 second-feet. 
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CHECK GATES 

Object of and Types.—A check gate is a structure placed across 
a canal to control the flow and depth of water in the upstream 
section of the canal. It is generally used to raise the water level 
in the canal in order to divert part or the entire flow through one 
or more lateral headgates on the upstream side, or to stop the flow 
of water down the canal and divert it through a wasteway or 
sluiceway. 

A check gate may be built as a separate structure, but is ottea 
combined or built with another structure. It is frequently 
built as a combination structure with a lateral headgate on one 
side or on each side upstream of it, and is then commonly called 
a division box, at least when the structure is small such as when 
used on the laterals of the distribution system. Drops, es¬ 
pecially those on the distribution laterals, often occupy a posi¬ 
tion favorable for a check gate, and the structure is then built 
as a combined check gate and drop by forming the check gate 
at the inlet to the drop. A sluiceway or wasteway will often 
be built to advantage as one structure with a check gate just 
below it. 

The use of check gates is primarily to control the depth of 
water in the canals of the distribution system. These canals 
are usually built partly in cut and partly in fill, approximating 
a balanced cut and fill section. This section with the canal 
full will hold the water level above the natural ground surface; 
the proportion of the volume of water thus carried above the 
ground surface depends on the form of the cross section and has 
been shown to be greater for broad shallow canals than for 
narrow deep canals imder similar conditions (Vol. II,V^ge 118). 
But there are always times when canals are operated at partial 
flow; the water level may then drop below the ground surface, 
in which case check gates are necessary to raise the water level 
to deliver water through the headgates above. When the land 
surface idopes down away from Hie canal at an inclination 
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sufficient to bring ther ground surface lower than the low water 
supply level in a comparatively short distance, the necessity for 
check gates is not so great; but unless the waste strip of land 
adjacent to the canal is not to be considered, it will usually be 
desirable to have check gates; however, they will be placed at 
farther intervals than where there is little slope away from the 
canal. 

Check gates may be divided into classes of two general types; 
the overpour and the undershot. The overpour type regulates 
the depth of water in the canal by horizontal flashboards, over 
which pours the water not diverted above. The undershot type 
regulates the flow with gates which allow the water to pass under 
them. The special advantages of each are the following: 

First —The overpour check gate is better adapted to the meas¬ 
urement of the water. 

Second .—The undershot check gate is usually easier to operate, 
as it involves less labor than the removal of flashboards. 

Third .—^The increase or decrease in the depth of water in the 
canal above the check gate resulting from the variations in the 
flow of the canal due to an increase or decrease in the volume of 
water delivered through tho lateral gates above the check gate 
will be smaller with the overpour type than with the undershot 
type. This is illustrated by the following example: 

Consider a canal of the following dimensions and carrying 
capacity: Bottom width, 10 feet; depth of water, 5 feet; side 
slopes, to 1; grade, 5 feet in 10,000; n = 0.025; full supply 
carrying capacity, 300 cubic feet per second. Assume that 
the canal is being operated at full capacity or 160 cubic feet 
per second, of which 50 cubic feet per second are being diverted 
through one or more lateral headgates upstream from the check 
gate; the remaining 100 cubic feet per second passing through 
the check gate into the section of canal on the downstream side 
of the check gate, and that the water is maintained to the full 
supply depth of 6 feet at the check gate. If flashboards are 
used for the regulation, and if the net length of flashboard be¬ 
tween side walls is 15 feet, the depth of water pouring over the 
cifest for a flow of 100 cubic feet per second is by the weir fonnula 
IM f^t. It may now happen that the lateral headp.tes above 
are dhut without eh«mging the flashboards in the check gate; the 
result will be a flow ISOeubie feet per second at the check |;ate^ 
whii^will iimreaae the depth of orerpotuteX09fbetpn()^^ 



CHECK OATES 


305 


raise of 0.60 feet in the water level above the full supply depth. 
If the check gate is regulated with undershot gates, of a net widih 
between side walls of 15 feet, the gate openings will be sub¬ 
merged. For a flow of 100 cubic feet per second through the 
gates, the depth of water in the canal below will be 3.1 feet and 
with the water level on the upstream side of 5 feet the required 
height of opening for a coeflficient of discharge of 0.7 is 10.6 inches. 
Assuming as with the dashboard gates that the lateral headgates 
above are shut and that the increased flow of 150 cubic feet per 
second must pass through the unchanged gate opening, then the 
depth of water in the canal below the check gate increases to 
3.9 feet and the water level on the upstream side increases to 
4.25 feet above the downstream water level, producing a depth of 
water on the upstream side of the gate equal to 3.9 + 4.25 or 
8.16 feet. 

These results show that the excess flow produces an increase 
in water depth on the upstream side of the check gate of only 6 
inches with dashboard regulation as compared with 3.15 feet 
with undershot gate. This comparison indicates the advan¬ 
tage of the overpour check gate where it is to be used for the 
purpose of maintaining a uniform water level in the canal above 
the check gate. On the other hand, where the checkgate is 
used to check the flow of water to divert part of it into a waste¬ 
way or sluiceway, allowing the required quantity to go through 
the gate down the canal, the undershot type will maintain a 
more constant flow in the canal, because the discharge through 
the gate is less affected by an increase or decrease in the depth 
of water above the gate opening. 

Principles of Design of Check Gates.—The type of structure, 
whether overpour or undershot, will be determined largely from 
the above considerations. Usually it should be of the overpom: 
type. On many projects the form of the gates and makeup of 
the structure will be veiy similar to that used for the headgates 
of the main canal, main laterals and sluiceways. For instance, 
' onsome of the older projects a common type of structure consists 
of wooden frames, which divide the total width of thfe structure 
into panels or openings regulated by horizontal flaahboards. On 
Other projects the gates will be vertical lift gates of the same 
type for aii structures; on others radial or Taintor gates are 
eomtnonly used. The features and principles of atmcturai do* 
1 ^ are roilar lor all these struetmw and are imdxided in the 
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standard principles of design previously presented in the discus¬ 
sion of headgates. 

The hydraulic design involves a consideration of the hydro¬ 
static pressures and the effects of the flowing water. The flow 
through or over the gates and the effect of the variations in the 
canal flow have been discussed above. 

In the overpour type of gate, the flashboards are inserted either 
in vertical grooves or in grooves sloping downstream on a slope 
varying from about 3 feet horizontally to 5 feet vertically, to 
about 5 feet horizontally to 7 feet vertically. The advantages 
claimed for a sloping face are: 

First .—The vertical downward component of the hydrostatic 
pressure increases the stability of the structure, which is 
specially necessary for light wooden structures. 

Second .—The upper flashboards have a lesser tendency to float 
up when the water level on the downstream side rises up to 
nearly the water level on the upstream side. 

Third .—The flashboards can be made more water-tight because 
silt or other transported material has a better chance to catch in 
the cracks between flashboards. 

The floor on the downstream side must be made at least 
sufficiently long to receive the sheet of overpouring water at 
about its center; this will be obtained, as for a drop, on the 
assumption that the full depth of water in the canal is the 
maximum height of fall and that a surplus flow of 1 foot in 
depth over the crest is liable to occur; this will give a length of 
downstream floor, measured horizontally from the crest, equal 
to 3.0VD where D is the full depth of water. 

With both types of check gates it is desirable not to make the 
net width of opening between the side walls of the structure too 
small, for the contraction has a tendency to produce cross 
currents or eddies at the outlet, increasing the erosive effect. 
Usually a width equal to about the average width of the canal 
is used. The floor should be placed at least 6 inches and pref¬ 
erably 1 foot lower than the canal bed, in order to form a shallow 
water cushion and so that it will be not higher than the canal 
bed on the downstream side in case there should be some erosion 
of tile canal bed downstream from the structure. 

When the material in which the check gate is built is porous, 
there is a greater tendency for the water to find its way around 
)Wdar the strueture, which may cause also an uplift pressure^ 
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on the underside of the floor of the structure. To ixiake the 
structure safe against the underflow or flow around the sides, 
the path of creep or percolation must be made equal to 4 or 6 
times the full water depth for clay loam soils, and 6 to 8 times 
for loamy soils and sandy soils. The depth of cut-off wall at 
the upstream end is usually made equal to not less than half 
the depth of water for average sandy loam soil, and not less 
than the entire depth of water for open sandy or gravelly soil. 
The uplift pressure must be considered with the other hydro¬ 
static pressures, and the weight of the structure and the design 
should give a resultant which will fall within the middle third 
of the base. 

Flashboard Check Gate on Pawnee Canal of Arkansas Valley 
Sugar Beet and Irrigated Land Co., Colorado (Fig. 116).—This 
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Fig. 116.—Gheckgate on -Pawnee Canal. Arkansas Valley Sugar Beet 
& Irrigated Land Co. 


structure is built on a canal whose capacity is 200 cubic feet 
per second and represents a good type of reinforced concrete 
check gate. The channel formed between side walls is divided 
by three concrete buttresses, 4 inches thick, into four bays 
each 6 feet wide. The net width of the structure is a little 
greater than the average width of the canal, which is a desirable 
feature. The dashboards are supported at their ends on slop> 
log shelves formed in each of the side walls and on the upstream 
face of the buttresses, from which projects the edge of && iron 
bar^ l^artiy imbedded in the concrete, whidh divivles the fame 
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of the buttreas in two parts to guide the placing of the flash- 
boards. The dashboards form a sloping face, on which the 
hydrostatic pressure has a downward component, which is 
specially necessary in this case to increase the stability of the 
light structure, formed of thin reinforced concrete walls and floor. 
The floor is extended beyond the junction with the side walls, and 
with the side walls and wing walls at each end holds a wedge of 
earth, which increases the weight of the structure. The wing 
walls are connected across by a reinforced concrete tie beam, 
which increases their stability against earth pressure. The 
walls and floor are comparatively thin and reinforced with hog 



Fio. 117.—^Timber flasbboard checkgate. Sacramento Valley 
Irrigation Ck)., Calif. 

wire netting with additional rods in the side and wing walls. 
The reinforcement in the floor gives it sufficient strength to act 
if necessary as a floor slab divided into spans by the buttress 
walls against an uplift hydrostatic pressure on the under side of 
the floor. 

UmbM Oveipour Flashboard Check (^te of Saenunento Valley 
Ittlgatkm Con^anyi California (Fig. 117).—^This structure illus¬ 
trates a type very commonly used on smdil and large laterals, 
la this case the structure forms two openings each 4 feet wide, 
ibgulated with fleshboards placed on a idope pf about 8 feet 
hpiisoiitsl to 4 vertical. The width ike structure between 
side Wfdili & made about equal 1^ tire avexagfi wulth of tiui 
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canal. The floor is placed 6 inches below the canal grade, thus 
forming a water cushion of that depth. The top of the structure 
is built up to the top of the banks and the cut-off side wings ex¬ 
tend at least to the center of the crown of the bank. 

Flashboard Check Gate on Boise Project, Idaho (lilg. 118).— 
The channel between side walls is 43 feet 6 inches wide, divided 
into seven bays by six reinforced concrete buttresses, which 
are anchored by the reinforcement to the floor. This anchorage 
is partly necessary to hold the buttress against a slight canti¬ 
lever action which will be obtained from the maximum hydro¬ 



static pressure when the water level upstream is at full depth 
with no water on the downstream side. 

The upstream portion of the floor is depressed below the bed 
d the canal and holds 2 feet 2 inches of earth which gives the 
structure added stability and greater safety against underflow. 
The downstream floor is placed 18 inches below grade to form a 
shallow watar cushion, which also adds to the weight of the 
structure, as there will be enough leakage through the flash- 
boards to keep it full under all conditions. The inlet and outlet 
to 10>e structure have been formed hy a concrete lining 3 inches 
ffi tendiwg eqpstream and downstream for a distance ot about 
33 jEael/ The total iHdtIi d the i^ttnnel betweoa the side wall* 
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of the structure is equal to the bottom width of the canal; it 
would be preferable to make it equal to about the average width 
of the canal to avoid the contraction in water area. 


Cost op Flashboabd Check Gate, Boise Project 

Camp maintenance, labor and supplies. $45.00 

Preparation, expenses of assembling plant . 47.16 

Excavation, backfilling and puddling, 300 cubic yards. 259.65 

Concrete: 

Sand and gravel, including open gravel pit, screening, hauling... 189.32 

Cement: 387 sacks at 64 cents. . 247.68 

Hauling. 20.15 

Water for concrete. 52.62 

Forms: Lumber 2,112 B.M. 37.24 

Labor. . . . 97.57 

Mixing and placing concrete, 90.7 cubic yards. 217.78 

Reinforcement: Steel 2,823 feet of H inch, 1,786 feet of inch 112.73 

Labor of placing and hauling. 36.09 

Repairs to equipment and depreciation. 12.81 

Engineering, superintendent and accounts. 108.34 

Operating bridge: Labor. 8.57 

Supplies. 6.24 


$1,499.13 

The check-gate structure alone contains 51.4 cubic yards of 
reinforced concrete with 204 sacks of cement; the lining con¬ 
tains 39.3 cubic yards of concrete with 183 sacks of cement. 
To permit laying during freezing temperatures, 3)4 pounds of 
salt were used for each cubic yard of concrete lining. 

Cement was hauled 5}4 miles, water mile, gravel and sand 
2^ miles, steel 12 miles. 

Undershot Radial Check Gate of the Yolo Water and Power Co., 
California (?ig. 119).—The radial gate or Taintor gate, a simple 
form of which is illustrated in this structure, has been adopted on a 
number of the more recent irrigation projects. Because of the 
undershot flow, it is, however, better adapted for use on headgate 
Or delivery gate structures than for* use on check-gate structures. 
It has many advantages over the common form of straight lift 
rectangular gate placed in vertical grooves. It is more easy to 
operate, requires a comparatively small lifting force, and will 
permit the use of wide gate opening, which would be a special 
advantage in localities where canals must be operated at a time 
of the year when water carries ice. A cost comparison of this 
i^cial design, with a structure divided by piers into smidler 
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openings regulated by vertical rectangular gate of the ordinaiy 
type, showed that for the same character of construction the 
radial gate type was less expensive. 

The structure is used on a concrete lined canal of the Yolo 
Water & Power Co, The radial gate consists of a curved 
wooden face supported against the three curved ribs of the 
framework and braces, which transmit the pressure to the 
axle. The framework is built of structural angles and the 
wooden facing is made of horizontal boards, planed with radial 
edges. To press the facing against the curved ribs and also to 
obtain water-tightness, iron bands are placed opposite each rib 



Pig. 119.—Undershot radial check gate. Yolo Water & Power Co., Calif. 


on the upstream side of the facing; one end of each rod is flattened 
and is bolted through the bottom plank to the lower end of the 
rib; the other end is threaded and connected to the upper end 
of the rib by means of a short piece of angle with a slot which * 
permits drawing the boards together by screwing the nut on the 
threaded end. To prevent leakage between the sides of the 
facing and the side wall, rubber belting is fastened io the edges 
of the boards and bent so as to press against the side walls. 

The lifting device is pivoted just below the operating wheel 
to permit the necessary swing of the gate stem. 

Combined Undershot Radial Check Gate and Drop on lateral 
of University Ferniy Caltfomla (Mg. 120 and Plate XV, Fig. A)# 
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This structure is built on a comparatively small lateraL The 
radial gate consists of a curved wooden face btiilt on a timber 
frafnework, which bears against and is bolted to a special casting 
used for axle bearing. The axle passes through wooden blocks, 



Stetional 

Fto, ;L20.—Combined beadgate and dropi Univeraity Fann. Da^ Calif* 

wMoh ara bdted to the tide walls. The wooden ^ocks wears 
used to adjust the position of the axle so that the ^te would 
M "(dostiy between tisie side walls. The liftiof device hi of the 
Whulhns type, finined of a 2<inch gahraniaed iron Vfatdr pspe# 
ammi vdiubh the lifting tiudns axe wounds and of an i^peaatdng 











PlATB XVi 



Fig a —Combined undershot radial check gate and low drop University Farm, Cahf, 



|t|0. la^oimbQl gaio. 'Mook Irvigaticm CUif* 
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lever arm connected to the pipe with standard elbows. The 
pipe revolves in a special bearing formed of plates bolted to 
the concrete standards. In the place of these standards each 
support could be formed of a section of pipe embedded at the 
lower end in the concrete side walls and connected at the upper 
end to a Tee fitting, of such size that the axle pipe would pass 
through it. 

Automatic Undershot Radial Gate used on the Canals of the 
Turlock Irrigation System, California (Fig. 121 and Plate XV, 
Fig. B).—A number of these structures have been installed to 
maintain automatically an approximate constant depth of 
water in the canals. This was deemed desirable in order to 
maintain more uniform deliveries through the delivery or take¬ 
out gates and to prevent the trouble caused by the burrowing 
gophers; because when the canals are operated at partial flow 
with a corresponding small water depth, the gophers burrow in 
the bank above the water level and form channels, which may 
result in considerable loss by leakage and in breaks when the 
depth of water is increased to full depth. 

The channel of the structure between the side walls is divided 
by buttress walls into three or more openings or bays. The main 
opening in the center is regulated by the automatic radial check 
gate, and the smaller openings on each side are regulated by 
fiashboards, over which the water pours. The radial check gate 
is formed of a curved wooden face built of a double layer of 
1 X 6-inch boards with lapped joints, nailed to the wooden 
ribs of the framework. The radial arms of the framework join 
to a sleeve of 4 inches galvanized-iron pipe 9 inches long, which 
forms the bearing for the axle, made of 3-inch galvanized iron 
pipe. The gate is counterbalanced and operated by a connec¬ 
tion to a system of two levers with a concrete block counter¬ 
weight and a floating tank. The levers are connected together 
at one end or pivoting point and operate on two fulcrums; the 
gate is hung to the upstream end of one of the levers, the counter¬ 
weight is placed near the pivoting point or connection point of 
the two levers, and the float is hung to the upstreaii end of the 
second lever. The float is a galvanized-iron tank, which fits 
into^a concrete circular well built in the bank on one side of 
the structure. The well is cmmected at the bottom to the water 
on the upstream side of the check gate by an inlet pipe 4 inches 
in diameter with a pivot joint formed by two elbows, which permit 
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the raieiixg: or lowering of the upper end of the pipe. A similar 
connection is made by means of 2-inch outlet pipe with the 
water on the downstream side. The automatic regulation is 
obtained by the adjustment of the inlet and outlet pipes. The 
upper end of the inlet pipe is raised up to nearly the desired 
water level in the canal; the outlet pipe is adjusted so as to 



carry out of the well the water entering it through the inlet pipe 
witi} the gate held at l^e correct portion. A raise in the wato 
leiml, produced by an increased flow in the canal, will increase 
tite Bsm entming the well; this will increase tlm depth oi water 
in the wdl, and the greater fiotatimi force throQi^ tjae 
will raise the gate about su^ciently to permjt the excess 
flow to go through without a material yariadon In the water 
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level of the canal. A lowering in the water level, due to a 
decrease in the canal flow, will produce the reverse action. The 
gate mechanism and principle of operation is patented. 

The use of these gates has given good regulation; the water 
level has been maintained near the full supply depth and this 
has prevented much of the trouble and breaks resulting from the 
burrowing of gophers. The greater depth maintained in the 
canal has a tendency to increase the seepage loss, but on the 
other hand the seepage loss through the holes made by burrow¬ 
ing animals has been practically eliminated. 

The use of these automatic gates requires a certain difference 
in elevation between the upstream and downstream water level 
to operate the regulating system of levers and float, which may 
not be available with canals on flat grades having no excess fall. 
A difference in tlevation of no less than about 12 inches is 
necessary. 
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CHAPTER X 


LATERAL HEADGATES AND DELIVERY GATES 

Object of and Types.—^Lateral headgates are structures used 
at the head of main laterals, sub-laterals and distributaries to 
control and regulate the water entering them. Delivery gates 
are the structures placed at the points of delivery to the ir¬ 
rigator. Other terms commonly used to denote the same types of 
structures are: lateral turnouts and farm turnouts; also lateral 
takeouts and farm takeouts. 

These structures are placed through the banks of the canal from 
which the supply is taken, and may be separate structures, or 
may be built as composite structures, usually with a chock gate, 
in which case they may consist of a check gate with an adjacent 
single lateral or delivery gate on the upstream side, through 
one of the banks, or of t^v’o adjacent lateral gates, one through 
each bank. The check gate and the lateral headgates may also 
be formed to serve as drop structures. When the composite 
structure divides the flow between two or more laterals or dis¬ 
tributaries of about equal size, so that no part of the structure 
can be properly called the check gate, then the terms sometimes 
used are bifurcation gates and division gates. 

The term bifurcation gates is more properly applied to a 
structure which divides the flow between two main laterals, 
and the term division gates to a structure which divides the flow 
between two or more smaller laterals or distributaries. 

The differentiation between the types of structures included in 
those terms is largely dependent on the required size and capacity; 
for instance, on projects where large irrigating heads are delivered, 
the corresponding delivery gate structure will have as large or 
even larger capacity than the distributary headgate structure 
used on projects where different irrigation practice is obtained. 
In the same way a main lateral headgate structure on one project 
macT be smaller than a small lateral headgate on another pro¬ 
ject. There are, however, certain general principles of design 
which will apply to aU msses structure, and these are con-* 
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sidered below for the two distinct types of structures: the open 
channel type of headgate and the culvert type of headgate. 
In general a lateral headgate structure will have certain parts 
similar to those of the main headgate structure or regulator at 
the head of the diversion canal. An important difference is 
that the main regulator is placed on the river bank where it is 
subject to great fluctuations in water levels and to large hydro¬ 
static pressure produced by flood flows, while the maximum 
hydrostatic pressure on the face of the lateral headgate is only 
that due to the full depth of water in the canal, which makes it 
possible in the open channel type of lateral headgate to close 
the entire waterway up to the full water supply level with gates 
without the panel wall, generally required in the main regulator 
structure. An open type lateral headgate is also similar in 
form and make-up to a check-gate structure, but will usually 
differ from it in the operation of the gates and in some cases in 
the form of the inlet and outlet. The principles and details of 
design presented in the discussion of the main headgates and 
especially of the check gates are therefore applicable to the design 
of lateral headgates. 

OPEN TYPE OF LATERAL HEADGATE STRUCTXJRE 

General Form and Parts.—This type consists essentially of a 
rectangular channel or short flume section with suitable inlet and 
outlet wings, built in an open cut through the canal bank. The 
rectangular channel is formed of a floor and two side walls, and 
for a wide structure the waterway may be divided into two or 
more bays, by frames, piers, or buttresses, on top of which is 
usually a foot-walk or platform for the operation of the gates, 
and in some cases a bridge floor or slab for road crossing, ranging 
in width from 10 to 12 feet wide when used occasionally, such 
as when on private roadway, and 14 to 16 feet or more when used 
on a public roadway. This combination makes the structure 
essentially of the culvert type, ^ 

In both the open channel type and the culvert type various 
forms are given to the inlet and outlet, depending on the posi¬ 
tion of the wings. The usual forms for the inlet are; (1) Wings 
at right angles to the side walls. (2) Parallel wings ustwdly in 
the same plane as the side walls. (S) Flaring wings, fortning m 
wkh the side walls of the strueture not greatdt than 
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80®. When right-angle wings are used the entrance is set 
well back in the bank, and the approach is formed by shaping 
the earth to its natural slope of repose; this will usually require 
a length of wing wall equal to 1)4 or 2 times the full depth of 
water above the floor of structure. When parallel wings or 
flaring wings are used, they extend out from their connection 
with the side walls, and their upper edges are sloped down to be 
below the surface. At their junction with the side walls, cut-off 
walls forming a collar around the structures are often used to 
give the desired length of path of percolation around the structure. 
Right-angle wings at the inlet do not form an entrance as well 
shaped as the 'parallel or flaring wings, but are more economical. 

The outlet may be formed as the inlet, or may connect with the 
earth canal with warped surfaces. Right-angle wings with rip¬ 
rap, paving, or lining of the adjacent canal section are very com¬ 
monly used. 

Undershot and Overpour Gates.—The structure may be either 
overpour or undershot, depending on the method of operating 
the gates. The advantages and disadvantages of the two 
types of gates have been presented in the discussion of check- 
gates. The overpour type was shown to be preferable for a 
check-gate structure, because with variations in the canal flow 
upstream from the structure a more nearly constant water level 
could be maintained in the canal. The undershot type is pref¬ 
erable for a headgate structure, because any fluctuations in the 
water level of the supply canal will produce a smaller variation 
in the discharge through the gate. It is therefore important 
that check gates be of the overpour type and lateral headgates of 
the undershot type. Variations to this rule are sometimes made 
with certain special types of structures and when silt problems 
must be considered. For instance, when the water in the supply 
canal carries much silt and, because of the flat grade of a certain 
lateral, it is desired to keep the silt out of this lateral, then an 
overpour type headgate will be desirable. In the following 
discussion the undershot type is specially considered. 

Hydraulic Computatiods.—The main dimensions of the 
structure wiU depend on the required capacity and the net 
pressure head which produces the flow through the opening of 
the undershot gate« The required capacity will be that of tbo 
laterals Tho available difference in elevation between the 
water ievdb of the supidy canal and the lateral will oniy in 
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exceptional cases be sufficient to give the conditions necessary 
for free discharge through the gate opening. The opening will 
therefore usually be submerged with a difference in water levels, 
determined by the general topographic conditions and the form 
and position of the canal cross sections with respect to the groxmd 
surface. In comparatively level country less than 1 foot differ¬ 
ence in elevation between the full supply water levels may be ob¬ 
tainable, but at least 1 foot and preferably 18 inches is desirable. 
When there is ample difference in elevation, the structure must 
be placed sufficiently low and made of such dimensions that 
with partial or low flow in the supply canal it will have the 
required capacity with minimum checking. A high velocity 
through the structure while decreasing the required dimensions 
is not desirable, at least for large structures, on account of the 
protection work liecessary at the outlet. The rate of discharge 
per square foot of gate opening will usually not exceed 2 to 3 
cubic feet per second, where little head is available, and 3 to 4 
cubic feet per second where considerable head is available. The 
values of the differences in elevation required to produce the 
corresponding discharges are obtained from the formula: 

Q = AC^/2 gh 

where h is the head in feet represented by the difference in water 
levels. 

C ^ bl coefficient of discharge whose value will vary with the 
sise of the opening, the form of the structure and the 
conditions of flow, but will usually range between 0.7 
and 0.8. 

Special values of C are given in Chapter XIII and in Vol. II, 
Chapter X. 

Using the above formula and a coefficient of discharge of 0.7, 
the heads required are: 

1.52 inches for a flow of 2 cubic feet per second per square foot of gate opening. 
3.43 inches for a flow of 3 cubic feet per second per square foot of gate opening* 
6.10 inches for a flow of 4 cubic feet per second per square foot of gate 
opening. ^ 

These minimum heads represent the desirable minimum dif^ 
leremee in elevation between the inlet water level, corresponding 
to the low water flow at which the supply canal may be Q{^ated, 
and the outlet water level, eoi^espcmdiing to^a full flow in the UAr 
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eraj or distributary. These are the most unfavorable conditions 
of operations, and if the above desirable requirements can be 
obtained, then when the supply canal is operated at full flow or 
its water level checked up to full depth, the gate openings are 
regulated to correspond with the increase in velocity and, be¬ 
cause of the greater head, closer regulation of flow through the 
structure is obtained. A surplus in the difference in elevation 
can be used to advantage for the installation of a measuring 
device, especially in the case of delivery gates. 

Position of Structure.—The structure must be placed with the 
gate opening at least below the low water operating level in the 
supply canal and it will usually be desirable that it be submerged 
at the outlet to decrease exit velocity and to produce more favor¬ 
able conditions for the measurement of water. To obtain this 
last requirement it is necessary to place the entire gate opening 
below the low water level in the lateral or distributary to which 
water is delivered. A common assumption is that a lateral or 
distributary will usually not be operated with a smaller flow 
than or 3^ of its full flow. The floor of the structure is 
commonly placed on the sp-me level or a little lower than the bed 
of the supply canal, but in certain cases, such as when a dis¬ 
tributary is supplied from a relatively large deep canal, it may 
be more economical and equally satisfactory to place the floor 
of the structure nearer the top of the bank. 

Dimensions of Gate Openings and Gates.—The height of the 
gate opening is determined, as indicated above, by the posi¬ 
tion of the floor and the requirement for submergence. The 
total width is then obtained from the known area and the height, 
and ixiay be divided into a number of bays separated by piers 
or buttresses each regulated with a gate. The gates most 
commonly used are vertical rectangular gates of wood or steel 
usually not over 4 to 6 feet wide, operated when of large size by 
either a lever or a screw lift or rack and pinion lifting device. 
The rack and pinion device, on account of its rapid action and its 
greater efficiency, is well adapted. The use of radial Taintor 
gates has been adopted for the larger headgate structures on a 
number of projects. They are specially well suited for this pur¬ 
pose on account of the east of operation, the undershot discharge 
and the l«M*ge width of gate opening which they permit. The use 
of Tfuntor gatoB in the place of rectangular gates will reduce tlie 
tuimber of piers end li^g devices and vAH do away with ibd 
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upper part of the piers and side wall usually necessary for the 
gate frames and lifting devices of rectangular gates. 

Provisions to Prevent Undermining or Washing Around the 
Structure.—The safety of the structure against these actions 
will depend largely on the care taken in backfilling the structure, 
as well as on the length of the path of creep under or around 
the structure. To obtain the required length of the path of 
creep, cut-off too walls and wing walls must extend well into the 
bed and banks. A large number of structures which have 
proven to be stable indicate the following rule: 

First ,—Make the length of floor measured downstream from 
the gate opening to the outlet end equal to not less than 2 or 3 
times the height of gate; the greater length being used for easily 
eroded soil. 

Second .—Makd the path of percolation around or under the 
structure equal to 4 to 5 times the full depth of water on the floor 
of structure at the inlet for clay loam soils, and from 6 to 8 time^ 
for average loamy soils and sandy soils. 

Third .—Make the depth of cut-off toe wall at the inlet to the 
structure equal to the full depth of water on the floor when in 
sandy soils and this depth when in clay soils. The depth of 
outlet cut-off wall, except in very porous soil easily eroded, can 
usually be made loss than that of the inlet toe wall. 

Examples of Open Channel T 3 rpe of Headgate.—A bifurcation 
headgate structure for the division of the flow between two 
main laterals on the Twin Falls Salmon River Water Co., Idaho, 
is shown in Fig. 122. The capacity of the larger lateral is 175 
second-feet, and of the smaller 75 second-feet. The flow in each 
lateral is regulated by Taintor gates. The control by undershot 
gates is in this case desirable, because any variation in the flow 
reaching this point of division should usually be apportioned 
about equally between the two laterals. If, however, the flow 
in the lateral was a relatively small fraction of the entire flow, 
then the structure across the main lateral would be essentially a 
check gate and should preferably be of the overpour type. On 
this project the division of flow between main laterals has in 
general been made with the same type of bifurcation works 
(Plate XVI, Fig. A). 

The type of headgate used on the South San Joaquin irriga¬ 
tion system, California, is shown in Fig. 123. This atrueture is 
darigaed for a lateral capacity of about 75 cubic feet per seeo^ 
n 
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' Sectional Elevation 

Fia, 122.—Diviaiofn gates for fwo main laterals. Twin Falls Salmon River 
Water Co., Idaho. 



I^G. 1iee4gate ^^^drojp^^^fenth San Joaquin Xm|ation 














Flaw XVI 
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Fig a —Bifurcation works on main canal and lateral of Twin Falls 
Salmon River Land & Water Co, Idaho 



< B.—lAtml l^etdi^te, ISriii F«Ib Siilnkan Imd 4c Wfttfir Cp», Ubjio. 














-Diversion gates and drops for small laterals. Umatilla Project, Ore 



i^te aM PW ^ekvw gate used i;»y Twm 7^ 
fiifdisiOlii Water Oe^i Idalio. 
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and combines with it a drop in canal grade of 1 foot. The 
structure is entirely built of wood with substantial wings and 
cut-off walls at the inlet and outlet. The gate openings are 
separated by wooden frames and are regulated by screw lift 
wooden gates. The floor of the structure is placed about 8 
inches below the bed of the lateral, which insures this minimum 
depth of water cushion. 

Plate XVI, Fig. B, shows an open, channel type of small lateral 



headgate used by the Twin Falls Salmon River Water Co. of 
Idaho. 

Fig. 124 and Plate XVI, Fig. C, show division gates for two 
small laterals, each canying about 20 to 30 cubic feeftper second. 
The structure forms two openings, both regulated by flashboards, 
and serve also the purpose of drops on both laterals. 

Fig. 125 shows a simple type of delivery gate on the Orlond 
project, California. The irrigating head delivered to farmers 
-ranges from about 5 to 12 seeond-leet and this structure nuty 
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be used to deliver 15 to 20 second-feet. The total and average 
cost of construction for 395 structures of this type, containing 
477 cubic yards of concrete, is as follows: 


Cost or 395 Dbliveby Gates on Obland Pbojbct, Caufobnia 


Claaaifioation 

Total cost 

Cost per 
structure 

1 

Superintendenoe.i 

$272.00 

$0.69 

Equipment depreciation. 

70.87 

0.18 

Design. 

12.50 

0.03 

Miscellaneous supplies. 

103 90 

0.26 

Labor: Excavation. 

1,338.18 

3.39 

Building forms and placing reinforcement 

1,265.721 

3.20 

Mixing and placing concrete. 

1,185.21 

3.00 

Finishing. 

6.75 

0 02 

Hauling sand and gravel. 

872.01 

2.21 

Hauling water. 

111.83 

0.28 

Miscellaneous. 

390.07 

0.99 

Backfilling. 

451.33 

1.14 

Hauling material. 

577.44 

1.46 

Cement. 

f 1,095.21 

2,77 

Reinforcement. 

263.54 

0 67 

Lumber for forms.t. 

84.11 

0.21 

Miscellaneous material—guides, bolts, etc. 

1,679.31 

4.25 

Corral. 

152.68 

• 0.39 

Total labor and material cost. 

9,932.66 

25.14 

General expense . 

1,617.97 

4.10 

U. S, Engineering expense. 

527.53 

1.34 

Total cost. 

$12,078,16 

$30.58 


Labor cost as follows: Foreman 3100 per month, Z-horse teams $4.50 per 
day; cMpenters $3.50 per day; laborers $2.40 and $2.60 per day. 

Unit cost of materials as follows: Cement $2.20 per barrel; reinforce* 
ment |2.50-$2.6S per c.w.t.; lumber $13.00 per M.B.M.; cast-iron guides 
$1.65-$1.80each. 

Average haul; 2^ miles for gravel; 2^ miles for cement and supplies. 

A similar type of wooden delivery gate used also for approxi¬ 
mate measurement on the system of the Yolo Water & Power 
Co., California, is presented in the chapter on Measurement of 
Water. 

A combinaUmi of wnall distributary check gate with ddivmy 
gate used the Sacramento Valley Irrigation Co., CaUfornla, 
hi sb^wn in V3S. Tvo fonnB irf omtstruction are idiosm 
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tta. ]28r>-iSmaIl distiri&uta^ cheek gate And dsKvety g»t«. {Mrutieato 
VhUiET’ bi^tioa Oo., CaUI. 
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difteriBg in the type of check gate. When the~ distributary is 
less than 5 feet wide at the base or carries less than 5 second- 
feet the regulating gate in the check is a straight lift undershot 
gate and the combined structure is essentially a division box. 
On larger distributaries sloping flashboards are used on the 
checkgate. 

Culvert Type of Lateral Headgate.—Small structures of this 
type consist of a single short pipe tube, or of a short rectangular 
culvert through the bank of the supply canal, with suitable 
inlet and outlet and a slide gate at the inlet to regulate the flow. 
Larger structures may consist of two or more tubes or of a 
rectangular culvert divided into two or more compartments. 
In the smaller structures the inlet may bo formed by surrounding 
the end of the tube with a concrete block, with its upstream 
face shaped to the canal side slope. Around this block may be 
placed riprap or concrete lining, extending on both sides and up 
to near the top of the bank. To prevent settling and cracking 
of this lining, by the water washing under it or by the settle¬ 
ment of the earth backing, it is desirable to extend the lower end 
below the canal grade and to provide along the two side edges of 
the slab cut-off walls or ribs extending well into the bank to 
firm material. Another form for a pipe inlet consists in placing 
the gate frame vertically, in which case it stands away from the 
bank and requires a foot-walk reaching from the top of the bank 
to the lifting device (Fig. 127). A number of manufacturers 
in the West make gates and gate frames specially designed for 
these types of lateral or delivery gates. 

Where the above forms of structure are not used, and espe¬ 
cially for larger structures, the face of the entrance to the tube or 
culvert is placed back in the bank to be about in the same vertical 
plane as the top edge of the water surface. The approach to the 
opening can then be made in front of right-angled wings by shap¬ 
ing the earth to its natural slope of repose (Fig. 131) or by using 
parallel or flaring wings in the same manner as for the open type, 
placing the entrance to the structure back in the bank forms a 
basin in front of the gates, in which the comparatively still water 
when the gates are closed favors the disposition of sediment; 
however, no trouble need be expected unless the water carries 
much silt and the gates are closed for sufficient iPng intervals to 
Pettnit the packing of the silt a^inst the gates^ The choicf^ 
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between the types described above will depend largely on the 
comparative cost. 

The hydraulic computations and the factors determining the 
position of the tube or culvert box in the bank are essentially the 
same as those discussed in the open channel type of structure. 
To utilize the full cross-section of the tube or culvert and to pro¬ 
duce conditions favorable to the measurement of water, the tube 
or culvert is usually placed to produce submerged discharge for 
all stages of water levels at the inlet and outlet. When these 
water levels have been determined, the area of the cross-section 



Fig 127 —^Pipe delivery gate Twin Falls Salmon River Water Co , Idaho 


of the tube or culvert is determined from the formula Q = 
CAy/2gh or from computations of the entrance and exit loss of 
head and the loss of head due to the frictional resistance in the 
tube or culvert. The above formula is generally used with values 
for the coefficient of discharge C, which depend on the form of the 
inlet and outlet and the length of the tube. The vidues given 
in Vol. II, Chapter X, for short tubes and short pipes may be Used 
for purposes of computation. Special values for small wooden 
box culvert delivery gates are given in the chapter on Measure¬ 
ment of Water (Chapter XIII). After the determinatiou of the 
(tfon-sectioual area the number of tubes or eompartments and tbe 














JBBIOATION STBUCTUBES 


dinensions of the cross section must be selected. The chcuce 
between one or more pipes, or between a culvert of one or more 
compartments, must be based largely on a cost comparison, in 
which the cost of the gates and lifting devices may be an im¬ 
portant factor. The bottom of the pipe or floor of the culvert 



Plan Detail of Weir Plate 

Fig. 128.—^Small distributarv headgate and measuring weir used by 
Southern Alberta Land Co., Canada. 


must usually be placed at about the same level or lower than the 
bed of the canal, but seldom lower than about 1 foot below the 
bed in order not to produce an excessive earth pressure on the 
culvert or pipe and not make the height of inlet and outlet walls 
too great. 



Fig. «8ma]l distributary headgate used by the Saeramento YtSky 
Irrigation Co., Calif. 

Fig. 127 and Plate XVI, Fig. D, show a standard type of 
pipe delivery gate used by the Twin Falls Salmon Biver Water 
Co«, Idaho. These are made of riveted steel pipe, either 12, 18 
Or 24t inches in diameter, with a Odst-iron screw lift gate at the 
inlet. Smaller delivery gates ape made of 6,8 or lO-inch machine- 
banded wood pipe with a wooden straight lift gate at the inlet. 

128 Shows the type of pipe distribtttary headgate i«ith 
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measuriog weir used for distributaries of 15 to 20 cubic feet 
per second carrying capacity on the irrigation system of the 
Southern Alberta Land Co. in Canada. The sloping waJl 
at the inlet is a reinforced concrete slab placed inside the bank 
of the canal with grouted riprap on the sides and at the bottom. 
This same type is used for larger structures on a number of 
projects; it is then desirable to add cut-oi! walls along the side 
edges and bottom of the slab extending well into solid material 
to give a solid foundation and prevent undermining. The 
overpour wall of the weir box should in the case of silty water 
have a bottom opening to sluice out deposited material. 

The form of distributary headgate used by the Sacramento 
Valley Irrigation Co. in California is shown in Pig. 129. 



A form of wooden delivery gate quite generally used on many 
projects, especially in Montana, Wyoming, Utah, Idaho and 
Washington, is illustrated by Fig. 130. The common sizes of 
the box culvert opening range from 12 X 12 inches to 12 X 
36 inches. For the larger sizes and in material easily eroded 
a wooden wall built at the outlet end of the box is desirable. 
This type of structure, made if necessary in larger sizes, is also 
commonly used for the headgates to distributaries, ^he smaller 
rises can often be more economically built at a central point 
ot lumber yard, then hauled and insitdled. On the Oakley 
project, Idaho, witb lumber at $25 per the costs of 12 

X 244ndi box driivery gates of different lengths, at yard, 
'imm as li^ws: Fw 12 X 244aeh boxw 6 feet looiR 18.10; 
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8 feet I6ng, $8.50; 10 feet long, $9.10. The total cost and unit 
cost of 159 box delivery gates installed on the Boise project, 
Idaho, were as follows: 


Cost op 159 Delivery Gates, Boise Project, Idaho 



Total cost 

Unit cost per 
M B M 

Hauling material 

$244 70 

$7 15 

Excavation and backfill 1,677 cubic yaids 

806 64 

23 59 

Installing structures 

419 45 

12 26 

Engineering and supervision 

136 82 

4 00 

34,204 feet of lumber at $20 25 M B M 

692 63 

20 25 

Nails and miscellaneous 

81 04 

2 37 

Total 

■ 

$2,381 28 


Cost per M B M of lumber 

Cost per structure 

$14 9S 

$()9 62 



CSrosa-seetion 

Fia. 131.—^Delivery gate Turlock Irrigation District, Calif. 


A simple type of large reinforced concrete delivery gate used on 
the Turlock Irrigation District system is shown in Fig. 131. On 
this project imgating heads of 15 to 25 cubic feet per second are 
commonly delivered. It can be used as a lateral or distributary 
headgate to deliver considerably larger volumes than a s^gle 
irrigating head. The structure consists the rectangular te> 
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inforced concrete culvert box with inlet and outlet end walls. 
The inlet must be set back in the canal bank, and the approach 
channel in front is formed with the natural slope of the earth. 
The gate is made of No. 14 gauge galvanized sheet iron, stiffened 
with horizontal angles near the bottom and along the top. The 
gate slides in grooves, between two metal plates, riveted to the 
gate frame with a spacer in between, and is operated with a rack 
and pinion lifting device. The structure contains 4.10 cubic 
yards of concrete; its cost as reported is as follows: 


Gravel 6tons . $17.86 

Cement, 5 barrels. 14.50 

Sand, 1 cubic yard. 0.85 

Reinforcement, Clinton wire 3 X 12 inch mesh No. 

6 and 10 wires 301 square feet. 10.07 

Gate in place.,. 22.50 

Forms and labor... 23.40 

Excavation, backfill. 9.32 

Miscellaneous..,. . 5.50 

Insurance. 1.90 


$105.90 

The type of distributary or lateral headgate designed for the 
Sacramento Valley Irrigation Co., California, shown in Fig. 
132, differs from that used on the Turlock irrigation system 
in the addition of inlet and outlet wings with floors in between. 
These form better shaped entrance and outlet, but increase con¬ 
siderably the cost of the structure. The arched roof and side 
walls of the culvert conduit are reinforced longitudinally with 
J^^-inch rods, 12 inches center to center, held in place during con¬ 
struction by 3^^-inch transverse rods spaced 5 feet apart. The 
thin floor is reinforced with wire mesh. On a number of the Rec¬ 
lamation Service projects the same type of reinforced concrete 
lateral headgate has been used, with rectangular box culvert 
conduits and in some cases with flaring inlet wings. The outlet 
flaring wings are often omitted. An example of a double com¬ 
partment lateral headgate of the same type is illustrated by the 
structure designed for the Flathead project, Montana, Fig. 133. 
This structure is designed for a capacity of 65 cubic feet per 
second. Cut-off walls are formed at the junction of the inlet 
wings with the culvert box to provide additional precaution 
against cre^age of the water around the structure* The inlet 

each eompartmeht is regulated with a standard rectangu- 
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lar gate and a second set of grooves for flashboards is 
provided for emergency regulation. Between the outlet wall 
and a secondary downstream toe wall the canal section is pro¬ 



tected for a length of 10 feet with grouted paving and depressed 
Sl^t 18 inches below the canal grade. I^ovision is also made 
to inereasethe depth of this basin by nd«^ Idie crest of tiae toe 
widl with flatdibosrde. This stilling basin is desiralde at Hm 














LA TEBAL HEADGA TES AND DELIVERY GATES 338 


outlet when the velocity through the culvert ia high, a>nd with 
the provision for flashboard makes it possible to raise the outlet 



water level aUd obtain an i^tiwoaimate measurement of the flow 
hgr the sttueture as a tube with submerged outlet. 
















334 


IRRIGATION STRUCTURES 


A good example of a large reinforced concrete lateral headgate 
is illustrated by Fig. 134. This structure, designed for a main 
lateral of the Salt River project, Arizona, is formed of three 



rectangular compartments, each regulated with a screw lift gate, 
e&ding in metal guides, extended to suppmt the cross channel 
on which the operating wheel operates. 





































CHAPTER XI 


ROAD AND RAILROAD CROSSINGS WITH CANALS, CULVERTS, 
INVERTED SIPHONS AND BRIDGES 

General Description and Types .—A culvert consists of a pipe, 
box or arch conduit placed under the roadway, with its floor or 
bottom at about the same elevation as the bed of the canal, and 
of inlet and outlet walls to connect the ends of the conduit with 
the sides and bottom of the canal. 

An inverted siphon is essentially a culvert; it differs in that the 
conduit is placed dooper below the bed of the canal, which may 
require a different form of inlet and outlet structure. 

Bridges are usually made either of timber or of reinforced con- 
Crete. The type of timber bridge most commonly used is the 
simple stringer typo, with one or more intermediate piers for wide 
canals. Timber truss bridges arc occasionally used for wide 
canals, when it is desirable to eliminate the use of piers. Rein¬ 
forced concrete bridges, depending on the form of design, are 
commonly flat slab, T-bearn, or girder bridges. Arched concrete 
bridges are used in a few cases, when sufficient clearance above the 
water surface can be obtained for the rise of the arch. Steel 
truss bridges have been used in very few cases and only for the 
crossing of very wide canals. 

Selection of Type of Structure.—^The selection depends on the 
relative positions of the canal and the roadway, on the capacity 
or size of the canal, on the traffic importance of the roadway, 
and on the cost. 

When the crossing is made with a railway, the elevation and 
position of the tracks are fixed and cannot be adjusted to fit the 
structure; this will also apply in most cases to important highway 
roads. But on less important roads, such as cross roads or farm 
roads of light traffic, the elevation of the road surfalse may be 
raised to permit the use of a bridge instead of a culvert or siphon, 
and the alignment may be shifted by introducing curves to cross 
tile canal at right angles. When the canal is small, a change in 
its alignment may be preferable to a change in the road align¬ 
ment. On large canals skew bridges must often be used. 

335 
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Where the full water supply of the canal is lower than the suiv 
face of the roadway, either a bridge or culvert may be used. This 
condition will usually be obtained when the canal is all or nearly 
all in cut, and the road surface is at or near the natural groimd 
level. Where the canal is in deep cut, a bridge crossing at the 
ground level will require a comparatively long bridge, and for 
small canals at least the crossing may be more economically made 
with a culvert. 

Where the full water supply level is higher than the surface of 
the roadway, an inverted siphon must be used. This condi¬ 
tion will usually occur where the canal is partly in fill and the 
roadway is either at the ground surface or in cut. 

The final selection will be determined from a comparison of 
first cost and ultimate cost The comparison must include a 
consideration of the loss in head through the different types and 
sizes of the structures, for which the formulas presented in 
Vol. II, Chapter X, may be referred to. 

The following discussion and the examples selected present 
some of the general principles of proportioning and of hydraulic 
design and the suitability,of each type. The details of structural 
design are excluded, as these can be obtained from some of the 
standard text-books on this subject. 

Culverts and Inverted Siphons.—^These may be classified 
according to the form of the conduit and the material of which it 
is built. The forms of conduit are: The circular form or pipe, 
the arched form, and the rectangular box. 

The pipe culvert may be made of cement, vitrified clay, wood, 
reinforced concrete, steel, corrugated iron, or cast-iron pipes. 

Cement pipe is usually the hand-tamped cement mortar pipe, 
made in sizes up to 36 inches in diameter. For culvert purpo^ it 
is seldom used for sizes greater than 24 inches and for sizes of 18 
inches and above, it is desirable to strengthen the pipe with hoops 
of J^-inch wire, spaced about 6 inches apart. The pipe is used 
in highway crossings for the ordin^y condition of highway 
traffic. The minimum depth bf backfill on the roof of the pipe 
should be from 1 to 1^ times the diameter and never less 
than 18 inches. The pipes must be carefully bedded and laid, 
to obtain a unifoifm distribution of ih& external pressure^ The 
bottom of the trench muet be well graded; and the backfill 
material thorouiddy tamped up to at least 6 inches a!mvet}ie top 
ofthepipe^ mustnotlayonii^JeQtmg 
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backfill material must be selected or rocks removed. When in 
rocky ground or on hard material it is desirable to lay the lower part 
of the pipe on a bed of sand or gravel, and in cold climates a cover of 
sand or gravel all around the pipe at least 6 inches thick may be 
advantageous in providing drainage around the pipe and pro¬ 
tection against the frost. When the pipe is subject to heavy 
loads or placed under deep fills, it may be desirable to increase its 
strength by placing a bed of lean concrete for the lower third of 
the pipe. The cost of the pipe may be subject to wide variations. 
Where the pipe can be purchased from a local pipe factory or 
where a sufficient quantity is required to justify the purchase of 
the equipment, it will be the cheapest kind of pipe. 

Vitrified clay pipe is preferably the double strength sewer pipe, 
hard burned and salt glazed, from 12 to 36 inches diameter and 
made in lengths of 2 or 23-^ feet. Its strength is usually 
greater than that of the ordinary hand-tamped cement pipe. The 
minimum depth of backfill and the care in bedding and laying 
is the same as for the cement pipe. The pipe must not be sup¬ 
ported on the bell ends; to prevent this, grooves or depressions 
must be made in the bottom of the trench to receive the bell 
ends. The joints are made with 1 to 2 or 1 to 3 cement mortar. 
The cost of vitrified clay pipe will depend largely on the distance 
from the factory; it will usually be considerably more than 
that of cement pipe. 

Wooden stave machine-banded pipe is made in sizes up to 24 
inches in diameter, in even foot lengths from 8 to 20 feet. Its 
longitudinal stiffness is an advantage where subject to settlement, 
but on account of its shorter life under the conditions obtained 
in a culvert, it is not extensively used for culverts; however, be¬ 
cause of its comparatively low cost it should be considered when 
selecting the material for an inverted siphon. 

Reinforced concrete pipe may be cast or moulded sections, which 
are joined in the trench, or may be constructed monoUthicall}^ 
in the trench. The cast sections are obtainable from pipe fac¬ 
tories, or may be specially made on the project; they are usually 
made from 12 inches up to 6 feet in diameter and from 4 to 8 feet 
in length. The cast section pipe or monolithic pipe can be de¬ 
signed and constructed specially to resist the external pressure. 
Where a large quantity of pipe is to be made for culverts or pipe 
lines on the project, the pipe cast in sections can be made at a 
cost which will makp it well adapted to highway crossings and 
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especially railway crossings, and more economical than the 
monolithic pipe. Under such favorable conditions it may be 
cheaper than vitrified clay pipe, at least for diameters above 18 
inches. Monolithic pipe will usually cost more than reinforced 
concrete box culverts. A number of railroad companies make 
special concrete pipe for use at their crossings; for one of these 
companies reinforced concrete pipes, 24, 30 and 36 inches in 
diameter, in lengths of 12 feet and about 3 inches thick, are used. 

Plain steel pipe is seldom used for culverts. To have sufficient 
stiffness its thickness must be several times that of corrugated 
pipe; therefore its cost is considerably greater. It should be pro¬ 
tected against corrosion by a coating of asphalt or coal-tar, ap¬ 
plied hot, usually by heating the pipe and dipping it in the 
mixture. A minimum depth of backfill of half the diameter is 
necessary. A minimum thickness of metal of % 6 of an inch is 
usually specified for diameters of 36 to 48 inches. 

Corrugated pipe is made of relatively thin metal, in sizes rang¬ 
ing from 8 inches to 84 inches in diameter. For the smaller pipes 
16 gauge metal is used; for pipes larger than 18 inches in diameter 
14 gauge is used; and for pipes larger than 48 inches 12 gauge is 
used. To increase its resistance to corrosion, a number of manu¬ 
facturers use a metal approaching wrought iron in composition, 
hut made by a special process which removes practically all 
the impurities. This metal, commonlj^ known as Ingot Iron, has 
been in use for less than 10 years, so that the claims of the 
manufacturers have not yet been demonstrated by actual expe¬ 
rience. In the discussion of steel pipes for pipe lines (Vol, II, 
Chapter X), evidence is presented which indicates that under 
certain conditions, at least, its rust-resisting properties are not 
as great as generally assumed. The pipe has the advantage of 
stiffness and longitudinal strength, which makes it especially well 
adapted where a firm foundation is not obtainable or where 
settlement may be expected. Its relatively light weight is a 
great advantage in transportation and hauling. It may be used 
with a minimum depth of backfill of 6 inches, but 12 is preferable. 
The pipe must be placed in the trench with the longitudinal joints 
at the top and backfilled with material from which rocks have been 
removed. Thorough compacting of the material is required, at 
least for the lower half of the pipe. When the pipe is used as an 
inverted siphon or culvert depressed below the water level, it is 
necessary to make the joints tight by soldering. The Sacra- 
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mento Valley Irrigation Co. used a considerable amount of 
corrugated pipe for road culverts up to a canal capacity of about 
10 cubic feet per second; the minimum depth of earth covering 
was 1 foot, and whore there was more than 2 feet pressure head 
of water, it was found necessary to solder all the seams and joints. 

Cast-iron 'pipe is obtainable in sizes from 3 inches to 84 inches 
in diameter; but, on account of its relatively greater thickness and 
cost in larger sizes, it is seldom used for culverts for sizes larger 
than 4 feet. The lighter weight of water pipe made in lengths of 
12 feet is commonly used; for culvert purposes thinner pipes are 
made in lengths of 3 to 4 feet. Special culvert pipe is also made 
of throe segments reinforced with projecting ribs on the outside. 
The minimum depth of backfill may be as small as 6 inches. 

The selection of the kind of pipe to use will depend on the 
special properties favorable to certain local conditions and on 
the cost. 

Adaptability of Kinds of Pipe,—Cement hand-tamped pipe and 
vitrified clay pipe should not be used at locations where there is 
danger of water freezing in the pipe; this may happen in regions 
of low winter temperatures, when the culvert is on a canal in 
which water may be carried or collected during the winter, or 
when the culvert pipe is placed below the canal bed in the form 
of an inverted siphon which cannot be emptied or drained out. 
Cement hand-tamped pipe and vitrified clay pipe should not be 
used in soils which become soft by the action of the seepage water 
from the canal and subject to unequal settlement; this is more 
likely to occur in clay soils and other retentive soils. These 
pipes, on account of their low cost, have been used to a con¬ 
siderable extent even on some of the irrigation projects in the 
northern states where winter temperatures are very low, but 
usually only in soils which drain readily and when the pipes will 
be empty during the freezing period. Cast-iron pipes are re¬ 
quired by certain railroads, but on account of their high cost they 
are practically never used for highway crossings. Machine- 
banded wooden pipes and corrugated steel pipes have the ad¬ 
vantage of longitudinal strength, which makes them specially 
desirable where the culvert pipe is subj ect to settlement. They are 
not liable to be damaged by frost and are therefore specially 
weU adapted in cold climates for inverted siphons or culverts, 
which are not drained out in the winter. The wooden pipe will 
usually be cheaper, but is obtained only up to 24 inches in diame- 
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ter, and its life is usually considered shorter than that of cor¬ 
rugated pipe, although under certain favorable conditions, such as 
when placed in retentive soil, free from alkali and continuously 
wet or moist, well-coated machine-banded wood pipe has in 
some cases been found in good condition nearly 20 years after it 
was installed. 

Reinforced concrete pipe has the advantage of durability and 
strength, but unless the project is near a manufacturing pipe plant 
will usually not be economical unless a sufficiently large quantity 
of the pipe is required for culvert and other purposes to justify 
the purchase of the equipment. 

Comparative Cost of Culvert Pipes.—The approximate prices 
of the different kinds of pipes is given in the accompanying price 
list: 


Diameter, 

in. 

Cement 

hand-tamped 

Vitrified 

clay 

Corrugated 

iron 

i 

Wood- 

banded 

Ileinforced 

concrete 

Cast-iron 

10 

$0.25 



$0.25 

$0.40 

$1.20 

12 

0.35 

$0.60 

$0.90 

0.30 

0.50 

1.40 

14 

0.40 


1.10 

0.42 

0.60 

1.80 

16 

0.45 



0.50 

0.70 

2.10 

18 

0.55 

1.10 

1.30 

0.56 

0.80 

2.60 

20 

0.65 

1.50 


0.62 

0.90 

3.00 

24 

0.90 

2.00 

1.70 

0.75 

1.20 

4.00 

30 

1.25 

3.20 

2.50 


1.75 

5.00 

36 

1.65 


3.00 


2.50 

6.70 

48 



4.25 


3.50 






I 




The prices given are necessarily only of general value, and subject 
to considerable variations. 

The prices for hand-tamped cement pipe include the cost of the 
pipe, a moderate haul of about 2 miles from the pipe yard, and 
the cost of placing the pipe in the trench and making the joints 
but not the cost of trenching. 

The prices for vitrified clay pipe include the same items as for 
the cement pipe, but not railroad transportation. 

The prices for corrugated iron and wood-banded pipe are the 
approximate factory price. 

The prices for reinforced concrete pipe include the same cost 
items as the cement hand-tamped pipe, and are only obtain¬ 
able for the conditions stated in the discussion of its use for 
culverts. 
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The prices for cast iron are taken at 2 cents per pound, which 
will be the approximate price delivered at the railroad station; 
it does not include hauling and laying. 

Examples of Pipe Culverts.—Simple forms of corrugated pipe 



Fia. 135.—Corrugated-iron culvert on deep drain for road crossing. 
Sacramento Valley Irrigation Co., Calif. 

and plain cement concrete pipe culverts for highway crossings 
used respectively on the Milk River project, Montana, and Or- 
land project, California, are shown on page 169, Vol. I. On the 



Fla. 136.—Cast-iron culvert, under Great Northern Railway. Milk River 

Project, Mont. 

Orland project the largest size concrete pipe used is 24 inches, 
for capacities up to about 15 second-feet; above this capacity 
the stringer bridge (page 171, Vol. I) is used. 
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The California State Highway Commission uses corrugated 
pipe culverts with plain end walls, from 12 up to 36 inches in 
diamet<^r. For larger capacities box culverts and bridges are 
used. The Sacramento Valley Irrigation Co. in California used 
corrugated pipe for road crossings on distributaries up to a maxi¬ 
mum required capacity of 10 second-feet. At these crossings the 
width of the roadway is at least 10 feet. The pipe is laid with its 
bottom a few inches below the bottom of the dit(‘h with no inlet 
and outlet walls, and the pipe extendc'd sufficiently to pass beyond 
the natural slopes of the fill. A minimum depth of 1 foot of cov¬ 
ering is used. On a large deep dram on this project G-foot cor¬ 
rugated pipe with end walls was used (Fig. 135). On the Milk 
River project small lateral culverts under the railway were formed 
of 24-inch cast-iron pipe, with simple end walls and grouted 
rip-rap inlets and outlets (Fig. 130). 



Fig. 137. —Culvert under railroad. Turlock, Cal f. 


Examples of Pipe Inverted Siphon Culverts.—These differ 
from the plain pipe culverts only in the pipe line being placed 
lower and in the form of inlet and outlet structure. The siphon 
culvert railroad crossing on the Turlock system, California 
(Fig. 137), consists of cast-iron pipe laid on a reinforced concrete 
bed, and of the inlet and outlet reinforced concrete structures. 
These two structures are practically the same; each is formed 
with warped wings. 
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The siphon culvert of the South San Joaquin Irrigation Dis¬ 
trict (Fig. 138), used at a county road crossing, is formed of two 
lines of corrugated pipe with inlet and outlet structures, in which 
the side wing walls are formed with, their lower part on a 2 to 1 
slope to conform with the canal slopes and their upper part 
vertical. This form of wing is probably easier to construct than 
the warped wings. 



Fig. 13S.—Inverted siphon under county road. South San Joaquin 
Irrigation System, Calif, 


Box Culverts and Arched Culverts.—The conduit of the culvert 
may be a single compartment rectangular box, or it may be di¬ 
vided into two or more compartments separated by division 
walls. The form and dimensions will depend on the required 
capacity, the available head room, and the requirements for 
economic design. The conduit is usually made of wood or rein¬ 
forced concrete. Wooden culverts will usually cost from 30 to 
60 per cent, less than reinforced concrete culverts, but their useful 
life will depend on the kind of wood, the thickness of the timber 
planking, the strength of the framing, and the soil character and 
conditions. 
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Wooden culverts, of selected redwood, with planking not less 
than 2 inches thick, built in retentive soils, continuously moist, 
free from alkali, may ]ye expected to have a useful life of 15 to 20 
years; under less favorable conditions the useful life will probably 
be not over 8 to 10 years. Wooden culverts made of fir or pine 
have a useful life, ranging between 4 to 10 years. While not 
permanent, the lower cost of wooden culverts will justify their 
use in many cases for the smaller sizes. 

In reinforced concrete box culverts the sides, roof and floor 
arc reinforced concrete slabs, designed to resist the bending 
moment duo to the external pressures. The cross-sectional area 
of the culvert is determined from the hydraulic computations. 
The proportioning of depth to width and the division of the 
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Pig. 139A.—Box culvert, railroad crossing. Milk River Project, Mont. 


conduit into two or more compartments is determined largely 
from the requirements for economic design. 

Arched culverts are usually built of plain concrete. Little or no 
economy is obtained from the use of reinforcement. The greater 
volume of concrete in an arched culvert will usually make the 
box culvert more economical. 

Examples of Box Culverts.—small-sized box culvert for rail¬ 
road crossing of the inverted siphon type, used on the Milk River 
project, Montana, is illustrated by Fig. 139A. This structure is 
heavily reinforced. 

A lighter design of a similar type of structure with simpler inlet 
and outlet structures, used on the Orland project, California, is 
shown by Pig. 139B. This structure is used for canal capacity 
of 30 cubic feet per second. 
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A large-sized box culvert for railroad crossing on the Umatilla 
project is shown by Fig. 140 and Plate XVII, Fig. A. The 

































346 


IRRIGATION STRUCTURES 


forced roof 15 inches thick, and a 9-inch floor. Small cracks 
have occurred at the junction of the wings with the box, probably 
because of the lack of reinforcement anchorage. 

Large-sized box culverts are essentially the same as reinforced 
concrete slab bridges, of which examples are presented further. 
Additional examples of culverts are also shown in the discussion 
of culverts used at drainage crossings with canals. 

Types of Bridges. —The types of bridges used for highway 
crossings are: 

^ 1. The wooden stringer bridge, which has a wooden plank 
floor nailed to stringers spanning the distance between abutments 
or piers. 

2. The reinforced concrete flat slab bridge, which has a flat 
slab floor of uniform thickness, reinforced to carry the load 
over the span. 

3. The reinforced concrete T-beam slab bridge, which has a 
relatively thin floor slab, supported on reinforced concrete beams, 
built monolithically with the slab and spanning the distance 
between supports. 

4. The I-beam stringer bridge, similar to the T-beam type, 
with I-beams to carry the load over the span. The floor slab is 
supported on the I-beams, or it may be built to incase the I-beams 
in the concrete; a modification of this last form consists of arches 
formed between the I-beams by building the floor on arches of 
corrugated iron, supported on the lower flange of the I-beams, 
and spanning the width between them. 

5. The reinforced concrete girder bridge has deep reinforced 
concrete beams or girders formed at each side of the bridge floor, 
acting also as railing or parapet walls and designed to carry 
across the span the total load transmitted by the floor, which 
may be either a flat slab, a T-beam slab, or an I-beam slab, sup¬ 
ported by and built with these main girders. 

6. The plain concrete and reinforced concrete arch bridges. 

7. Wooden and steel truss bridges. 

Wooden Stringer Bridges. —This type of bridge is that most 
extensively used on irrigation systems. For small canals it will 
be a single span, supported at each end on abutments (Plate 
XVII, Fig. B). Examples of this type are shown on pages 171 
and 172, Vol. I. The maximum span may be determined from 
the maximum commercial length of stringers, and is usually not 
greater than 20 feet. For large canals the length of the bridge 



Plate XVII. 



Fig. B.—Wooden stringer bndge. Tmckee-Carson Project, Nev. 
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is divided by intermediate piers into two or more spans (Figs. 
141 and 142). The number of spans is usually determined to give 
the lowest total cost of bridge floor stringers and piers; for canals 
in soft earth, liable to be eroded by the irregular currents formed 
by piers, it may be desirable to use longer spans; but this is not 
usually justifiable if it materially increases the cost. The sup¬ 
ports for the abutment ends of the bridge are either wooden or 
concrete abutment walls with side wings to retain the earth 
pressure and form the earth approach to the bridge floor (Fig. 
142) or abutment sills located on the canal bank and supported 
on firm material or placed on posts or concrete footings (Fig. 

141) . A minimum difference in elevation between the lower edge 
of the stringer and the full water supply level in the canal of 6 
inches and preferably 12 inches is necessary. The total length 
of the bridge floor, when supported on abutment sills, will be 
about equal to the top width of the canal; when supported on 
abutment walls the length is shorter; it is usually made about 
equal to the average width of the water cross-sectional area; this 
is usually desirable in order that there be no contraction in the 
waterway, which would produce a backing up of the water on 
the upstream side and an increase in velocity of flow under the 
bridge. Where this will not result in harmful erosion and when 
the loss of head is not detrimental, the distance between abutment 
walls may be made more nearly equal to the bottom width of 
the canal, and thus decrease the required length of bridge (Fig. 

142) , The selection between the abutment wall type and abut¬ 
ment sill type for the supports at the ends of wooden bridges 
is determined largely from the effect on the total cost of the 
bridge. 

The width of the bridge will depend on its location and traffic 
condition. The width of farm bridges or bridges on roads sub¬ 
ject to light traffic is usually 10 to 12 feet; of ordinary country 
road bridges, 14 to 16 feet; and of main county roads, 18 to 24 
feet. 

Examples of Multiple Span Wooden Stringer Highway Bridges. 
—Fig. 141 shows the standard type of multiple span highway 
bridge, designed for six bridges on the Dodson South Canal of 
the Milk River project, Montana. The total span is 62.6 feet 
for four of the bridges, 65 feet for one bridge, and 30 feet for the 
other. The detail dimensions are as follows: 
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DiMiiNsioNS FOR Standard Miji.tiplb Span Highwat Bridge on Dodbon 
South Canal, Milk River Project, Montana 


Total clear span 
in feet 

Number and spacing of 
stringers 

Number of pieces 
3X 12 inch by 16 
feet flooring 

Dimensions in feet 

Number of 
Btringers 12 
feet long j 

Spacing 

inches 

A 

B 

II 

30 

39 

15% 

32 

10 

10 

8 

62J^ 

65 

15% 

64 

10% 

10% 

7%o 

65 

70 

14%6 

67 

10% 

11 

6%o 
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Fig. 141.—Multiple span wooden stringer highway bridge. Milk River 

Project, Mont. 


Fig. 142 shows the standard multiple span highway bridge 
used by the Sacramento Valley Irrigation Co., California. 
Oregon pine is used for the stringers, flooring, sway bracing, 
bridging, fence guard and railing; and redwood for all other 
pieces. One line of bridging is used at the center of each span 
and spreader blocks placed between stringers at the ends on the 
middle bent cap. The following sizes of stringers are used: For 
13-and 14-foot spans, 3 X 14-inch stringers; for 14-, 15-, 16-and 
17-foot spans, 4 X 14-inch stringers; for 18-, 19- and 20-foot spans, 
4 X 16-inch stringers. 

Heinforced Concrete Bridges. —These have been used to a 
smaller extent than wooden bridges; the most common type is 
the simple flat slab, but for larger spans the T-beam slab, the 
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I-beam slab and the girder type have been used. To distribute 
the load and reduce impact on the bridge, the road-bed material, 
macadam, gravel or earth, is laid on the floor slab to a depth of 
at least 12 inches. 

The reinforced concrete slab is usually built monolithically 
with the abutments. The abutments usually consist of the con¬ 
crete abutment wall and wings. In some cases no wings are 
used and the slab is supported on abutment concrete sills. The 
total length of the bridge is determined from the considerations 
stated above for wooden stringer bridges. The division of the 



Fig. 142. —Multiple span wooden stringer highway bridge. Sacramento 
Valley Irrigation Co., Calif. 

length into spans and the selection of the type of reinforced con¬ 
crete bridge is an economic problem, which is worked out by 
cost comparisons. Within certain approximate limits the adapta¬ 
bility of the different types can be stated for general average 
conditions. For single span bridges of the usual width for coun¬ 
try roads, 18 to 24 feet,* the slab type is more economical than 
the other types, up to a maximum span of about 14 to 16 feet 
(Figs. 143 and 144). For larger single spans the T-beam or 
I-beam slab can be used economically up to about 24 to 30 feet. 
For larger spans and for narrow bridges whose width is less than 



350 


IRRIGATION STRUCTURES 


the span the reinforced girder type will be more economical. 
These limits indicate the selection of the type of bridge for a 
single span, but not the economic spans for multiple span bridge, 
which will depend on the height, design and cost of intermediate 
piers. This is illustrated by designs made for standard flat 
slab bridges of the Yolo Water and Power Co^s. Irrigation 
System (Fig. 144); these designs show that for bridge lengths 
between abutment walls greater than 12 feet, ranging from 14 to 
24 feet, it is morife economical to use an intermediate pier. A 
comparison of the design of a two-span flat slab bridge, with that 
of a single span T-beam slab bridge, shows a small difference in 



Fig. 143. —Flat slab bridge. Turlock Irrigation District, Calif. 

cost in favor of the two-span design up to about 20 feet; but for 
a higher center pier of heavier design the cost would probably 
be in favor of the T-beam bridge. 

Arch bridges of plain concrete and small spans, up to about 
8 feet, are essentially culverts commonly formed of a full semi¬ 
circular arch, supported along each edge on an abutment or side 
wall. Their cost is usually greater than that of a box culvert, 
and they are seldom used on irrigation work. Arch bridges of 
reinforced concrete are adapted to wide spans, but the required 
head room for the rise of the arch is only obtainable where the 
canal is in comparatively deep cut; firm foundation for the 
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abutments is required. Their use is very limited on irrigation 
canals. 



where they may be more economical than short span bridges, on 


Fig. 144. —Standard county road bridge, Yolo Water & Power Co, 
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account of the height of intermediate piers. The bridge may be 
a combination wood and steel bridge, usually of the King post 
type for spans up to about 36 to 40 feet, and of the Howe truss 
type for greater spans, or may be a steel truss bridge, usually of 
the Warren or Pratt type. The pin-connected Pratt truss has 
the advantage of ease of erection. 

DESIGN OF CULVERTS AND BRIDGES 

Loads.—The use of culvert pipes, except those of reinforced 
concrete of large diameter, is usually based on experience and re¬ 
sults obtained in practice. Large reinforced concrete pipes, box 
culverts and bridges must be designed to resist the stresses due 
to dead load, live load and impact. 

The external pressure produced by these loads on the roof of a 
culvert is subject to uncertainties which do not exist usually 
with bridges. The resultant external pressure is dependent on a 
number of factors, of which the depth of backfill, its character 
and condition, the amount of moisture it contains, and the 
degree of compactness obtained in placing and tamping it are 
most important. The usual assumption is that the earth-fill 
distributes the load, so that the external pressure is exerted ver¬ 
tically and uniformly on the roof surface of a box culvert, or on 
the horizontal projection of a pipe culvert. 

The dead load may include: (1) the weight of the bridge floor 
or culvert slabs; (2) the weight of the earth covering, at least in 
the case of culverts and concrete bridges; (3) the weight of the 
rails and track in case of a railroad crossing. The live load must 
be the maximum to which the structure will be subject. For 
country roads the maximum load will be a traction engine of 
15, 20, or even 25 tons. For farm roads the heaviest load may 
be as much as 8 to 10 tons, in case of sugar beet hauling, but usu¬ 
ally is under 6 tons. For bridges the live load is usually consid¬ 
ered as an equivalent concentrated load. In Bulletin No. 46 of 
the Office of Public Roads, on Data for Use in Designing Culverts 
and Short Span Bridges, by Ch. H. Moorefield, the live load 
for slab top culverts and bridges up to a maximum span of 16 
feet is assumed to be 2,000 pounds, concentrated at the center 
of the span, on a strip 1 foot wide. This is considered sufficient 
for all ordinary highway traffic up to and including a 15*ton 
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roller. To provide for impact, this live load is increased 50 per 
cent. For farm bridges, subject to the usual farm loads, the 
live load may be taken as half that given above, with an allow¬ 
ance for impact of 25 per cent. 

For culverts with a depth of earth covering on the roof not less 
than half the span or width of slab and at least 3 feet, the live 
load may be considered as a uniformly distributed load of 150 
pounds per square foot for heavy highway traffic, and 700 to 
1,000 pounds for railroad traffic. To make an allowance for 
impact, the live load for a highway crossing may be increased 
25 per cent, and for a railroad crossing 50 per cent. 

The California State Highway Commission uses for standard 
slab culverts and for reinforced concrete bridges up to 20-foot 
span, the live load of a 20-ton engine on four wheels with 12-foot 
wheel base and wheels spaced 6 feet, center to center (rear tires 
24 inches wide and front tires 12 inches wide). The rear weight 
is 14,000 pounds per wheel, and the front weight is 0,000 pounds 
per wheel. 

Principles of Design of Culverts and Short Span Slab Bridges. 

—The following discussion is largely limited to the determination 
of stresses in pipe and box culverts and the design of short span 
flat slab bridges. For the structural design of the details and of 
abutments of piers, of reinforced concrete T-beam and I-beam 
slabs, of arches, wooden and steel truss bridges, standard text¬ 
books may be consulted. 

Pipe Culverts.—The results of the tests and investigations 
made by Prof. A. N. Talbot, described in Bulletin No. 22 of the 
University of Illinois, show that the external pressure on a 
properly bedded pipe may be considered as a vertical load dis¬ 
tributed uniformly over the horizontal projection or outside diame¬ 
ter of the pipe. The lateral pressure may produce side restraint, 
which will decrease the bending moment on the pipe developed by 
the vertical load; but this effect is neglected and assumed to 
offset the increase in bending moment which may result from 
the unequal distribution of pressure obtained in practice. The 
vertical loading tends to shorten the vertical diameter of the 
pipe and lengthen the horizontal diameter, producing positive 
bending moments at the top and bottom of the pipe and equal 
negative bending moments at the two sides. Using the following 
notation for a pipe ring of unit length: 

23 
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d diameter of pipe. 

W = total vertical load in pounds on the horizontal projec¬ 
tion of the pipe ring. 

M = bending moment for the pipe ring of unit length. 
Then 

M = 1/imd. 

The reinforcement of reinforced concrete pipe, designed to re¬ 
sist the positive and negative bending moments must be shaped 
and placed so as to be near the inside face of the pipe at the top 
and bottom and near the outside at the two sides. 

Rectangular Box Culverts*—Two methods of analysis are 
commonly used. The first method assumes a reaction for the 
bottom slab equal to the vertical load, and a lateral pressure on 
the sides equal to of the vertical load; and the bending 
moments are obtained as for simply supported beams. The 
second is that presented by Turneaure and Maurer in their book 
on Principles of Reinforced Concrete, and is as follows for a 
uniform load (Fig. 145): 

Let h = width of culvert. 

I 2 — height of culWt. 

1 1 = moment of inertia of top and bottom assumed equal. 

J 2 = moment of inertia of sides. 

p « vertical load and foundation reaction per unit area. 





For equal vertical and lateral loads and a square culvert: 

Jlf. « i»f6 “ + 

Beinforcement for negative moments at the comers is neces* 
easy. When it is omitted, as is often done at least for small 
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culverts up to about 4 feet span, then the bending moment for 
the four sides is obtained by considering them as simple beams 
or flat slabs. 

Flat Slab for Short Span Bridges. —^The following table is taken 
from Bulletin No. 45 of the Office of Public Roads, previously 
referred to. It gives the data necessary for designing flat slab 
bridges up to a span of 16 feet. The computations are made 
for the live load of 2,000 pounds, concentrated at the center on a 
strip 1 foot wide, plus 50 per cent, to allow for impact and a dead 
load, uniformly distributed, of 150 pounds per square foot, plus the 
weight of* the slab. The minimum allowable cushion of roadway 
material on the top of the slab is 12 inches. The safe strength 
of the concrete in compression is 700 pounds per square inch; 
of the steel in tension, 16,000 pounds per square inch. The 
amount of reinforcement is 0.75 of 1 per cent. 


Data for Designing Plat Slab Bridge 

(From Bull. 45, Office Public Koads, U.S.D.A.) 


Span, 

Depth of 
slab to 
CG of 
steel, 
inches 

Total 
depth 
of blab, 
inches 

Area of steel 
per foot of 
width, 
sq. in. 

Susgestions as to size and sparing of reinforcing 
bars 

2 

4^ 

6 

0.360 

H inch square, 8 inches center to center, or H inch 
round, 6 inches center to center. 

3 

5H 

7 

0.460 

H inch square, 6 inches center to center, or H inch 
round, 6 inches center to center. 

4 

6 

7H 

0.673 

H inch square, 6H inches center to center, or H 
inch round, 7 inches center to center. 

5 

6H 

8 

0 686 

H inch square, 5 inches center to center, or Hinch 
round, 6 inches center to center. 

6 

7H 

9 

0.663 

H inch square, 7 inches center to center, or % inch 
round, 8 inches center to center. 

7 

8 

OH 

0.720 

H inch square, 6H inches center to center, or H 
inch round, 7 inches center to center. 

8 

9 

lOH 

0.810 

H inch square, 5H inches center to center, or H 
inch round, 6H inches center to center. 

9 

10 

IIH 

0.900 

H inch square, 6H inches center to center, or H 
inch round, 6f4 inches center to center. 

10 

lOH 

12 

0.946 

H inch square, 5 inches center to center, or H inch 
round, 5H inches center to center. 

11 

11 

12H 

0.990 

H inch square, 6% inches center to center, or H 
inch round, 7H inches center to center. 

12 

IIH 

13H 

1.062 

H inch square, 6H inches center to center, or H 
inch round, GH inches center tb center. 

13 

12H 

14H 

1.134 

H inch square, 6 inches center to center, or H inch 
round, 6H inches center to center. 

14 

mi 

15H 

1.206 

H inch square, 5H inches center to center, or H 
inch round, 6 inches center to center. 

15 

14 

16 

1.269 

H inch square, 5H inches center to oenter, or H 
round, 5H inches center to center. 

16 

15 

17 

1.350 

H inch square, 5 inches center to center, or H inch 
round, 5H inches center to center. 



CHAPTER XII 


SPECIAL TYPES OF DISTRIBUTION SYSTEMS: WOODEN FLUME, 

WOODEN PIPE, AND CEMENT PIPE DISTRIBUTION SYSTEMS 

Special Conditions Favorable for these Systems.—The great 
majority of irrigation distribution systems consist of open canals 
or ditches in earth, but there are special conditions and difficulties 
which have led to the construction of a number of smaller irri¬ 
gation systems usually for areas under 10,000 acres in extent, built 
largely or entirely either of wooden flumes, or wooden pipes as in 
some sections of eastern Washington, southern Idaho, northeast 
Oregon, and British Columbia; or of cement pipe as used for many 
years in southern California and more recently in the above 
named states. Some of these special conditions are the following: 

1. The topography of the country, although not especially 
rough, is irregular, having no general gradual slope and no well- 
formed continuous ridges. This requires that laterals pass suc¬ 
cessively from ridges to depressions, making it necessaiy to use 
either fluming or pipes for at least a considerable portion of the 
laterals. 

2. The topography is rough and steep, which for an open ditch 
system would require laterals placed along the irregular contours 
with other laterals running down the steep grades along broken 
ridges, with numerous drops or chutes to absorb the excess fall or 
concrete lined canals to resist the liigh velocities, and numerous 
siphons or elevated flumes to cross the depressions. These 
conditions may be specially favorable to pipe or flume systems, 
as the steep grades would permit the use of small size pipes or 
flumes, which may be more economical than open canal laterals. 
Pipes are usually preferable to flumes, especially for deep depres¬ 
sions which would require flumes on high trestles. 

3. The volumes of water to be conveyed are small, the water is 
valuable, and the seepage losses must be prevented. The choice 
is then between cement lined canal, flumes, or pipes. These 
conditions ar6 pbtained when the water is valuable, due to its 
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scarcity or to the high cost of development as by pumping, stor¬ 
age, or diflScult and expensive construction. 



In addition to their adaptability to the above conditions, pipe 
e}rstemB have special advantages; they do away with bridges and 


Fig. 146.—Standard small wooden flume. Tieton Project, Wash, 
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other structures required on open canals; they do not occupy any 
land which is wasted; they do not collect dirt or rubbish that col¬ 
lects in open canals. On account of the cost, pipe systems are, 
however, feasible only for the conditions stated above. 

Wooden Flume Systems.—complete wooden flume system 
will consist of main flumes and lateral flumes, supported on mud¬ 
sills or elevated on trestles and ranging from the larger sizes down 
to the smaller sizes, 8X8 inches in cross section. The design of 
flumes has been fully discussed in Vol. II, (Chapter IX, in which a 
number of examples are given. Examples of small flumes are also 
shown in Vol. I, Chapter VII, on Farm Ditches and Structures. 
Standard sizes of small wooden flumes, used on the Tieton 
project in eastern Washington, are given in the accompanying 
drawing (Fig. 146). On this project the rolling topography of a 
large part of the land has required the extensive use of concrete 
pipes and wooden flumes for sub-laterals. 

Flume systems are expensive, both in first cost and ultimate 
costs, especially when the average height of trestles is large, and 
may be less economical than wooden pipes. 

Pipe Systems.—The kinds of pipe most commonly used are 
wood-banded pipe and cement-mortar or cement-concretc, hand- 
tamped pipe. Vitrified day pipe has been used only to a very 
limited extent for a few pipe lines on some projects in southern 
California; it is usually more expensive than the hand-tamped 
cement and is more difiicult to lay. Steel pipe has been used 
for distribution lines on a few systems of the high-pressure type 
described further. Reinforced concrete pipe has been used on a 
numbey of projects for separate pipe lines and in a very few cases 
for the larger part of the distribution system; they are well adapted 
to topographic conditions which produce depressions deeper than 
can be crossed with the non-reinforced pipe, and for maximum 
pressure heads not exceeding about 100 feet. 

The cement hand-tamped pipe, extensively used in southern 
California and in more recent years used for the entire distribu¬ 
tion system of at least one project in British Columbia, one in Colo¬ 
rado, one in Idaho, and for a large part of a number of smaller 
systems in other states, is the cement-mortar or cement-concrete 
pipe, hand-tamped in metal moulds, made in 2-foot lengths, which 
are joined in the trench. The sizes commonly used are 6-, 8- and 
lO^inch, inside diameter, for private distributing lines, and 10 to 
30 or even 36 and 48 inches for the laterals and main lines of the 
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irrigation system. The properties and method of manufacture 
of this kind of pipe have been fully described in Vol. II, Chapter 
X. The use of the pipe is limited to low pressures for which 
safe values have been given; it is therefore used only for the low- 
pressure type of system described below. 

The wooden pipe which is used extensively on a number of 
systems is best adapted to pressures ranging from low pressures, 
greater, however, than those for which cement pipe can be used, 
up to high pressures of usually not over 200 to 300 feet. The 
pipe is machine-banded or wire-wound pipe for sizes up to about 
24 inches in diameter, above which continuous wood stave pipe 
is used. The use, properties and life of wood pipe have been fully 
presented in Vol. II, Chapter X. 

T 3 rpes of Pipe Distribution Systems.—Pipe systems may be 
classified as high-pressure systems and low-pressure systems, de¬ 
pending on the kind of pipe and on the topography. There may 
be no sharp distinguishing factors to determine which type should 
be used, and one type may merge into the other. In general the 
high-pressure type is made of wood pipe, in some cases steel pipe, 
and is similar to the distribution system of a domestic water 
supply system; the low-pressure type is generally made of cement 
mortar or cement concrete pipe, in some cases combined with 
wood pipe or reinforced concrete pipe, and in its operation is in 
some respects similar to a gravity open ditch system. 

Relative Cost of Wooden Flume and Pipe Distribution Systems. 
—From an extensive examination and study of a large number of 
wooden flume systems and wooden pipe systems mostly in British 
Columbia, of a complete concrete pipe system in British Columbia, 
and others in southern California, the following approximate 
total cost of construction, including engineering and adminis¬ 
tration expenses, but not interest during period of construction, 
has been obtained. 

A complete wooden flume distribution system, delivering water 
to 6- or 10-acre tracts, will cost $20 to $30 per acre, where the 
maximum depth of depressions to be crossed will not exceed 
about 20 feet for generally favorable conditions, and $30 to 
$40 for depressions up to 30 to 60 feet maximum depth and 
rough topography. 

A low-pressure distribution system made entirely of haud- 
tamped cement pipe laterals and distributaries, delivering water 
to each 6- or 10-acre tractj will cost from $30 to $40 an acre. 



360 


IRRIGATION STRUCTURES 


A high-pressure distribution system made entirely of wood pipes, 
delivering water to each 5 or 10-acre tract, will cost from about $40 
to $75 an acre. The larger cost was obtained in British Columbia 
for projects irrigating steep rolling lands where several pipe lines 
were under pressure heads exceeding 200 feet, and where the prices 
of wood-banded pipe were about 50 per cent, greater than in 
California, Oregon, Washington and Idaho. 

These average costs are necessarily only roughly approximate. 
They do not include the cost of the main diversion canal, flume or 
pipe from the point of diversion to the beginning of the distribu¬ 
tion system, which will vary greatly, depending on the length, 
topographic condition, difficulty of construction and type of 
construction. 

A comparison of cost must not only consider first cost, but also 
ultimate cost, which is dependent on the durability or life of the 
system and includes depreciation, annual maintenance and re¬ 
pairs, and the interest on the capital invested. 

The average useful life of a well constructed wooden flume 
system ranges from about 10 to 12 years when built of fir and 
13 to 15 years when built of redwood; during this time renewal 
of mud sills, repairs, tarring and calking will represent the items 
of maintenance. 

The life of a machine-banded wooden pipe, when full only part 
of the time and buried in the soil, is very variable; it depends 
largely on the pressure, the kind of wood, the coating, and on the 
character of the soil. In some instances, notably when placed 
in dry porous soils, pipes have had to be renewed in 4 or 5 
years or even less. Pipes kept full only part of the time and made 
of selected fir, free from sapwood, well coated on the outside, 
will give a probable average useful life for the system of 10 to 15 
years, and when made of redwood 15 to 20 years. Pipe lines 
which can be kept constantly full, buried sufficiently deep to 
prevent freezing, and under sufficient head to obtain saturation 
of the wood, preferably not less than 30 or 40 feet head, will have 
a much longer life. Where these conditions can be approxi¬ 
mated for most of the system, the average life of the system will 
probably be twice the range of values given above. 

The items to be considered in the study of the ultimate cost 
for flume and pipe systems may be summarized by the following 
approximate figures: 
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For wooden flumes, useful life 10 to 12 years: 

Per cent. 

Average annual maintenance: repairs, tarring, calking, etc. 5 


Sinking fund for renewals. 9 

Interest on capital invested. 6 

Total annual cost. 20 


For wooden pipes empty part of the time, useful life 10 to 15 years for fir, 
15 to 20 years for redwood: 

Per cMit. Per cent, 

for fir for redwood 

Maintenance and repairs. 2 2 

Sinking fund for renewal. 7 5 

Interest on capital invested. 6 6 

Total annual cost. 15 13 


For wooden pipes always full, useful life 20 to 30 years for fir, 30 to 40 


years for redwood: 


Per cent. Per cent, 

for fir for redwood 


Maintenance and repairs. 1 1 

Sinking fund for renewal. 4 3 

Interest on capital. 6 , 6 


Total annual cost. 


11 


10 


These figures are in the approximate ratio of 1, 1.4 and 2; they 
indicate that a wooden pipe system, kept full of water only part 
of the time will be more economical than a flume system, as long as 
its first cost is less than 1.4 times the cost of the flume system, 
and that a wooden pipe system, in which the pipe lines are always 
full, will be more economical when the cost does not exceed twice 
the cost of a flume system. 

High-pressure Pipe System.—High-pressure systems are used 
when the land is steep and irregular, producing high pressures on 
the pipes. One form of such a system consists either of a high line 
main canal or main pipe line located along the upper part of the 
land to be irrigated, and from which the pipe laterals take out to 
supply sub-laterals, or to directly supply the farms or orchards in 
the valley below. Another form consists of a main pressure pipe 
line placed in the trough of the valley, with branches extending 
up the sides of the valley, along the ridges, where possible, to sup¬ 
ply smaller laterals, or the farms or orchards. The water is de¬ 
livered from the supply lateral to the irrigator either through a 
valve takeout, located at the high point of the land served, or 
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when the consumer has a pressure pipe system of distribution, 
through a service connection made between the supply lateral 
and the main pipe of the irrigator's system (Fig. 147). This di¬ 
rect connection gives the consumer water under pressure, but 
requires a domestic supply meter for the measurement of the 
water. Where the delivery is made through a valve takeout, a 
measuring weir box can be formed around the valve, as illustrated 
by the pressure takeout box for the low-pressure system (Fig. 
152). 

When the main pipe line is placed along the trough of the valley, 
with laterals and sub-laterals extending laterally to supply the 
farm units on each side, the system is similar to a domestic supply 
system. A few such systems in the northwest supply irrigation 
and domestic water through the same pipes. Such a combination 



Fig. 147. —Wire wound pipe with two types of service connections. 
Nipple with Union on the right; Standard Corporation cock on the left. 
(Pacific Coast Pipe Co.) 

maintains the pipe lines constantly full throughout the year, 
which is favorable for a long life, but it requires that the pipe lines 
be protected against freezing by being buried to a depth of usu¬ 
ally not over 3 feet, and where it is necessary to carry the pipe 
above the ground it must be protected by means of boxing sur¬ 
rounding the pipe with the space in between filled with well 
packed sawdust. It is not always possible and often not desirable 
to carry the domestic water and the irrigation water in the same 
pipes. In many cases the source of supply may be so polluted 
that either another source is desirable for the domestic water, or 
the water must be treated or filtered to purify it, in which case it 
would be uneconomical and not practicable to purify the irriga¬ 
tion water as well as the domestic water. 

High-pressure systems of the above description have been con- 
s^cted for some of the orchard lands of Washington, IdahOi 
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British Columbia and Southern California. The design of the 
system is similar to that of a domestic supply distribution system, 
for which text-books on Public Water Supplies and on Hydraulics 
may be consulted. 


LOW-PRESSURE SYSTEM 

Conditions Favorable for Its Use.—^This type is well adapted 
to land with a good slope, or to rolling land with few or no deep 
depressions to cause pressures greater than the ordinary cement 
pipe will stand. An average slope of at least 10 to 20 feet per 
mile is desirable to avoid excessively large pipes, although less 
may be used. The depressions should in general produce pres¬ 
sure heads not greater than 10 to 15 feet; there may be some 
deeper depressions for which special pipe may be used. The 
system can be used advantageously on land with steep grades, 
where it is feasible to so locate the pipe lines and regulate the flow 
in them, that the pipes are not depressed too far below the hy¬ 
draulic grade line; this is usually obtainable for regular side-hill 
land, not broken up, and with a fairly uniform slope. 

Parts of Low-pressure System and Principles of Design.—Such 
a system will have a main canal, usually concrete lined, or a main 
supply pipe placed along either the high boundary or the main 
ridge of the tract to be irrigated, and of smaller pipe-line laterals 
or branches heading at the main canal or pipe from which they 
divert the water to deliver it to the farmers or to smaller sub¬ 
laterals. All the pipe laterals are open at their lower end; they 
are generally made of uniform full capacity for their entire length 
and are extended to discharge into a waste or drainage channel. 
The open end, the uniform capacity and the open overflow 
regulating boxes along the pipe line insure that the pressures can¬ 
not be increased beyond the pressures for which the pipe line was 
designed. The flow in the pipe lines approaches a gravity flow 
similar to some extent with that of an open ditch. To meet this 
requirement, advantage must be taken of the topography by lo¬ 
cating the pipe lines to conform in general with the location of an 
open-ditch system. When the land forms ridges, the^main pipe 
laterals are located on the main ridges and the sub-laterals are 
located along the smaller ridges. When depressions have to be 
crossed which produces pressures too great for cement pipe, re¬ 
inforced concrete, wood or steel pipe may be used. When the 
(dope of the country gives to a pipe line a uniform grade from the 
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upper end to the outlet, the pipe line is essentially a chute, from 
which the water is usually taken out by means of overflow take¬ 
out boxes, located at points of delivery or points of connection 
with sub-laterals. These boxes fulfill the same purposes as check 
gates on open canals. They check the flow and raise the water 
level up to the required height for diversion or delivery. A single 
box of this type may, on flat grades, regulate the pressure for 
deliveries at two or more points above, in which case it may 
be called a pressuie regulating box. When there is distinct 
change in grade from a steep to a flat grade, or when depressions 



occur in the length of the pipe line, the size of the pipes, the po¬ 
sition of overflow takeout boxes and pressure regulating boxes 
must be determined only after a careful consideration of the po¬ 
sition of the hydraulic grade lines, not only for full supply but 
also for partial supply. Deliveries from the sections of pipe line, 
which are across depressions and therefore under pressure, are 
made through a valve takeout box. 

Some of the features of design are illustrated by the accom¬ 
panying diagram (Pig. 148) containing two sketch profiles, made 
up to present the range of problems which may occur in practice* 
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The method of design and computations as used for similar prob¬ 
lems on the project of the Fruitlands Kamloops Irrigation proj¬ 
ect in British Columbia are as follows: 

The first profile is for a pipe line, so situated that the upper 
part irrigates foothill land on a steep slope and the lower part 
irrigates flat bench land. Assume that the pipe line is 4,000 feet 
long, and serves a strip of land extending on each side about 
34 of a mile, including a total acreage of about 240 acres. The full 
supply capacity of the pipe is based on a maximum use of 1 second- 
foot to 80 acres, and is therefore 3 second-feet. If the pipe line is 
dimensioned to carry this flow, for the hydraulic grade line con¬ 
necting the upper end of the pipe A with the lower end Bj the grade 
is 25 feet in 1,000 feet, and the diameter is 10 inches (see Vol. I, 
page 157). This is the minimum diameter that could be used, but 
for the topographic conditions existing in this example the maxi¬ 
mum pressure head would be about 50 feet, which is greater than 
the pipe could stand. Another important consideration is the ef¬ 
fect of variations of flow in the pipe line on the means and regula¬ 
tion of deliveries from the pipe. For condition of full flow the en¬ 
tire pipe line would be under pressure, and delivery at any point 
on the pipe would be made through a valve or pressure takeout. 
But if the pipe line is operated at partial capacity, such as, for 
instance, 34 capacity, the corresponding hydraulic gradient 
is 3 feet per 1,000 feet and the hydraulic grade line occupies 
then the position Ar-B; this results in a gravity flow in the section 
of pipe line A-Ai and pressure flow in Ai-B. For this condition 
of partial flow any takeout above Ai, which for full flow was under 
pressure, would now require some means of checking the flow in 
the pipe to make a delivery. While it would be possible to check 
the flow in this section of pipe by the use of gate valves, the cost 
would usually be excessive and in the majority of cases would 
create pressures in the pipe lines much greater than the pipe could 
stand. 

The above considerations therefore show that the dimensioning 
of the pipe lines must be based on two requirements: 

First, —^Any variation in flow should produce a relatively small 
change in the position of the hydraulic grade line. 

Second. —^A flat hydraulic grade line should be used where 
by doing so the pressure head on the pipe may be decreased 
to what the pipe will safely stand. For instance, if -in the 
above example a 14-inch pipe is used, the corresponding 
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hydraulic gradient for the full flow of 3 second-feet is about 
3*7 feet per 1,000 feet (A 2 -B), and for partial flow of 1 second- 
foot is about 0.6 foot per 1,000 feet (A^-B)* This solution 
gives a maximum pressure head of only 12 feet, and only a short 
section of pipe A^A^j in which there may be either gravity flow 
or pressure flow, depending on the volume of flow in the pipe line. 
The flow in the pipe section above A 2 , from A to A 2 , will then 
always be gravity flow and takeouts from it at M and N will be 
of the gravity overpour type and the pipe linesub-sections A toAf, 
M to Ny and iV to A 2 can then be dimensioned of smaller diameter 
for the corresponding hydraulic gradients. For these sections 
the hydraulic gradients, measured from A to My M to iV, and N 
to A 2 , are greater than required for a 10-inch pipe, but not great 
enough for an 8-inch pipe, which is the next smallest size; there¬ 
fore, 10-inch pipe will be used and the hydraulic gradients cor¬ 
responding to full flow occupy then the lower positions shown in 
the proflle. The flow in the pipe sections below A 3 , from A 3 to 
will then always be pressure flow, and takeouts from it at P and 
Q will be of the pressure valve takeout type. It is possible to 
admit into the pipe lin^ a greater flow than that for which it is 
designed; but this would result in a rise of the hydraulic grade 
line (A 2 -B), with perhaps a corresponding dangerous increase in 
pressure head. To avoid this a safety overflow stand should 
be placed near A 2 , with the overflow crest at an elevation a little 
higher than A 2 . 

The second sketch profile is worked out in the same manner by 
a consideration of the above requirements, such that the sections 
of pipe line in which there will be a variation from gravity to 
pressure flow and vice versa will be confined to short sections, 
which include no points of delivery, or in which the variations in 
hydraulic grade line are so small that an overflow pressure regu¬ 
lating box of not excessive height, such as at I, can be used to 
check the flow for the valve takeout P above it, when the pipe 
line is operated at partial flow. 

This type of system requires relatively large pipes, when com¬ 
pared with a pressure pipe system, but it is made of hand-tamped 
cement-mortar pipe whose relative cost is much smaller than 
that of other kinds of pipes required for pressure pipe systems. 
Under topographic conditions favorable to its installation, it will 
be more economical and has the advantage of automatic regula¬ 
tion. This advantage may be further explained by a considera- 



TYPES OF DISTRIBUTION SYSTEMS 367 

F-l 

tion of the second profile. This pipe line is designed of uniform 
capacity from the upper end to the lower end. Delivery of water 
at overflow takeout boxes is practically self-regulating, because 
of the overflow provision, and delivery through valve pressure 
takeout boxes is also practically self-regulating, because the small 
variation in hydraulic grade lines insures nearly constant pres¬ 
sure heads. 

Accessories to Low-pressure Systems.—These will include: 
Takeouts at the head of all pipe lines, either from the main 
canal or from the main supply pipe; pressure overflow regulating 
boxes; division boxes at points of connection with laterals; de¬ 
livery boxes; measuring boxes; air stand pipes and blow-offs. 

The takeout from a main concrete canal will consist in the simplest 
case of a connection through one bank of the canal in which the 
inlet of the pipe may be connected directly to the sloping side 
wall of the canal or may be formed with inlet wings, straight or 
warped. The floor may have to be depressed to bring the inlet 
well below the lowest operating water level in the canal which may 
be regulated with a check gate. The flow through the inlet is 
regulated by a gate in front of which a screen may be necessary 
to prevent the entrance of floating material. It will usually be 
desirable to combine the takeout with a measuring box, as shown 
by the takeout measuring box used on the Kamloops Fruitlands 
system (Fig. 149). The takeout from a main concrete pipe is a 
large division box of the type described below. 

A pressure regulating box is formed of a rectangular box, divided 
into two compartments by an overflow wall. The floor of the 
box is placed at about the same level or a little lower than the 
bottom of the pipe line, which enters the upstream compart¬ 
ment through an opening in one end wall of the box and takes out 
through an opening in the other end wall. At the lower part of 
the overflow division wall is an opening of about the same diame¬ 
ter as that of the pipe, regulated by a gate. Where there is 
ample grade a smaller sized opening may be used to decrease the 
cost of the gate. When the gate is closed the water rises in the 
upstream part of the box and pours over the overflow wall back 
into the pipe. The elevation of the crest of the overpour wall is 
determined from the height to which it is desired to raised the 
water level. The height from the crest of the overpour wall to 
the top of the sides of the box must be suflicient to give the depth 
of overpour required to carry the entire flow of the pipe. The 
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structure is most commonly used as an overflow delivery and 
measuring box, described further (Figs. 153 and 154). 



Fig. 149.—^Takeout or lateral headgate from concrete lined canal. Kam¬ 
loops Fruitlands Irrigation system, British Columbia. 



Fig. 150.—Pipe turnout. Covina Irrigation Co., Calif. 


A division box is usually formed as a regulating pressure box mth 
the branch connection made in the upstream compartment of the 
box. The connection may be made directly with the head of 
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the branch pipe line placed in the side wall, as illustrated by 
the pipe turnout of the Covina Irrigation Co. of Southern 
California (Fig. 150). It will usually be preferable to introduce 
provision for measuring the water by inserting a weir or orifice 
in the side wall for each branch with a receiving basin or com¬ 
partment, to which the branch will be connected. Weirs, without 



Fig. 151. —Pipe line division box. Kamloops Pruitlands Irrigation System 

British Columbia. 

end contractions, with lengths proportionate to the discharges in 
the branches, are usually preferable, for they will maintain auto¬ 
matically the proper division of the flow, irrespective of variations 
in the flow. This form of structure is illustrated by the type of 
division box used by the Kamloops Fruitlands system (Fig. 151). 

The delivery box through which the irrigator is served will pref¬ 
erably be formed to be used also as a measuring box. Two types 

84 
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of boxes are used, depending on whether the delivery is made from 
a pipe line or section of pipe line in which there is a free gravity 
flow or from one which is under pressure. The first type is the 
overflow delivery measuring box and the second type is the valve or 
pressure delivery measuring box. The first type is an overfiow 
pressure regulating box with an orifice delivery through a side 



Fig. 152, —Typical weir box for valve takeout from pressure pipe line. 
Kamloops Fruitlands Irrigation System, British Columbia. 

wall of the upstream compartment. A good example is the 
box used on the Kamloops Fruitlands system—also that used by 
the Azusa Irrigation Co. in Southern California (Fig. 164). 
The second type is made by cutting a hole in the top of the supply 
pipe, on top of which is cemented a valve, of the type used for 
orchard or farm cement pipe distribution systems, described in 
Vol. I, Chapter yil,* around it is placed or built a measuring weir 
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box. This type of valve delivery box is illustrated by that used by 
the Kamloops Fruitlands system (Fig. 152). Air stands are neces¬ 
sary at all summits and at convex beds when the pipe approaches 
the hydraulic grade line. At the summits there are usually pres¬ 
sure regulating delivery boxes or division boxes. It is desirable to 
place an air stand within a short distance downstream of each of 
these boxes to give an escape to the air carried in by the water 
pouring over the overflow wall. At these points and at convex 
bends air stands are commonly built of two or more sections of 
cement pipes, placed vertically with the lower end cemented 
around a hole cut in the pipe line; these stands are in some cases 
as much as 12 to 10 feet in height. Failure to provide air stands 
of ample cross section will result in water-hammer, which will split 
the pipes. Blow-offs or drain valves at the lowest points are 
necessary to empty the pipe and flush out deposited material. 
It is especially important that they be provided in cold climates 
when the pipe lines are not buried below the depth of ground 
freezing. They are usually made of orchard or alfalfa valves, 
described in Vol. I, Chapter VII, cemented to the pipe at a hole 
cut near the bottom of the pipe. 

Delivery and Miner’s Inch Overflow Box Used by the Kam¬ 
loops Fruitlands Co., in British Columbia (Fig. 153).—This box 
is similar to the boxes used on several systems in southern Cali¬ 
fornia, of which that used by the Azusa Irrigation Co., described 
below, is an example. The Kamloops Fruitlands box is designed 
to deliver up to 1 cubic foot per second, through a miner^s inch 
orifice plate, placed in one of the side walls of the upstream com¬ 
partment of the box, with the center of the orifice 8 inches below 
the crest of the overflow wall, which is the pressure head required 
for the British Columbia miner^s inch. The size of the orifice is 
made adjustable by a slide working in grooves formed by two 
cover plates. The height of the opening is inches and a 
width of 8 inches is required to give 36 miner’s inches, which is 
approximately the equivalent of a cubic foot per second. 

The water level in the upstream compartment is made to rise 
level with the overflow crest, by adjusting the gate‘in the over¬ 
flow wall; the pressure on the orifice is regulated and maintained 
more or less constant by the overflow wall. A small excess is 
usually allowed to spill over the overflow wall. An increase in 
flow in the pipe line will increase the depth of overpour water and 
increase the volume delivered, but by proper operation the water 
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level may be kept fairly constant. The accuracy of the measure¬ 
ment will depend on the quantity spilling over the crest and the 
length of the overflow crest. A moderate increase in pressure 
will not affect the accuracy very greatly, especially as in this 
case an 8-inch pressure head is used; for instance, an increase in 
pressure head of 1 inch or 12 per cent, will increase the volume 
delivered 6 per cent. It would be feasible to use a weir plate in 
the place of the miner’s inch plate, but with a weir plate the 
quantity of water delivered could not be adjusted as easily, and 


Orest of Overflow Wan 



Longitudinal Section 


Orest of Overflow Wall 



Vertical Section 



Fig. 153.—Delivery and miner^s inch overflow box for takeout from 
npe line under no pressure. Kamloops Fruitlands Irrigation System, 
British Columbia. 


the increase in flow would be affected to a much greater extent 
by an increase in depth of water on the crest. 

Delivery and Miner’s Inch Overflow Box of Azusa Irrigation 
Co., Southern California (Fig. 154).—This box differs from the 
previous one in that instead of delivering the water through an 
orifice adjustable in size by a slide, it is delivered through a 
number of openings, all 5 inches high but of different widths, each 
closed by a vertical sliding gate. The pressure on the center of 
opening is 4 inches, which is the commonly accepted head for 
the southern California miner’s inch. 
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The water delivered through the orifices, discharges into a 
receiving basin, to which the irrigator connects his pipe line or 
flume. The basin may be a rectangular box built as a part of 
the overflow box, or may be formed of a section of large sized 



Fig. 154. —Delivery and miner^s inch overflow box on pipe line. Azusa 
Irrigation Co., Southern California. 

cement pipe, split longitudinally in two and cemented to the 
side wall of the overflow box (Plate XVIII, Fig. A). In the 
illustration the upper half section of pipe has not been put in 
place. The three smaller orifices are opened and the fourth 
closed. 



CHAPTER XIII 


MEASURING DEVICES 

This chapter is concerned with the structures used on irrigation 
systems for the measurement of irrigation water. The princi¬ 
ples of operation of the devices are presented and special emphasis 
is laid on the types of devices and the conditions for which each 
is best adapted. For a more complete discussion of the hydraulic 
laws, principles, experiments, formulae and coefficients pertaining 
to the different types of weirs, the reader is referred to the 
standard books on hydraulics and to some of the references given 
at the end of the chapter. 

Necessity for Measurement of Water.—The measurement of 
irrigation water by means of devices used specially for this pur¬ 
pose has been largely limited to those projects where the value 
of water, created by a demand in excess of the supply, has made 
it necessary to obtain a more nearly equal division of the water 
than could be obtained by the crude methods of operation and 
distribution prevailing on those systems which are favored with 
an excessive supply. On many systems where these crude meth¬ 
ods prevail the division of the water between the laterals and 
distributaries is made by eye or by a rough measurement of the 
canal cross section with float measurements of the velocities, 
and the flow delivered to the water users is apportioned by an 
equally rough division of the flow in the distributary, or by a 
rough measurement taken at the delivery gate or, in the case of a 
distributary carrying a single irrigating head, by apportioning 
the entire head to each user in turn for a time proportionate to 
the acreage in his holding. While an experienced ditch tender 
may be able to make fairly close estimates of the flow of water 
in canals, these crude methods combined with the difference in 
experience and judgment of the ditch tenders will lead to unequal 
division with in some cases very great variations. As long as 
there is an abundant supply to satisfy all reasonable demands, 
and provided the water user pays for the use of water not accord¬ 
ing to the quantity used but on a flat rate per acre, there "will be 
little friction or trouble between the water users and the officials 
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Plate XVIII. 
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PiQ, A.—Delivery and overflow miner’s inch box for takeout from pipe line under no 
pressure. Azusa Irrigation Co., Southern California. 
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Fko. B.—Cippoletti weir board installed on small ditch. 
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of the water company, but a large’ waste and excessive use will 
generally result. These conditions are, however, seldom ob¬ 
tained, and there is practically no system designed of sufficient 
capacity to meet the abnormal demands. In the majority of 
systems there are periods of deficient flow and excessive demands 
when itiis necessary to distribute the water in accordance with 
schedules which will produce equitable division. 

With the development and extension of irrigation, in many 
localities the stage has been reached where the available water 
supply is not sufficient to supply all lands suitable for irrigation; 
it is then necessary to eliminate all preventable waste by a care¬ 
ful use of water, which can only be obtained by the introduction 
of a system of operation based on measurement of water. The 
importance of this is apparent when a careful study of the average 
irrigation practice indicates that of the water diverted from 
streams for irrigation 40 per cent, is lost by conveyance before 
it is delivered to the water user, and of the amount delivered 
25 per cent, is lost by deep percolation, 25 per cent, by soil evap¬ 
oration, and 10 per cent, by surface run-off. The total of these 
losses is about 70 per cent, of the water diverted, and by the best 
prevailing practice may be reduced to about 25 to 30 per cent. 

The measurement of irrigation water is of special importance 
when the water user pays for the actual amount of water used; 
because the water user will then have just cause to dispute a 
water bill based on crude methods of measurement. On many 
systems irrigation water is paid for at a fixed rate per acre inde¬ 
pendent of the quantity used, but this practice is in many cases 
being replaced by payment for the volume of water used. 

Locations on an Irrigation System where Measurement of 
Water is Necessary.—Measurements of the flow of water may 
be necessary at the following places on an irrigation system: (1) 
At the head of the diversion canal. (2) At the head of main 
canals, laterals, and distributaries. (3) At miscellaneous points 
on a canal lateral or distributary. (4) At points of delivery to 
the irrigators. 

Measurements at the head of the diversion canal are necessary: 

First ,—To control the amount of water admitted in the canal 
system and insure that not more water is admitted than the 
system can carry. 

Second ,—To regulate the flow in accordance with the demand 
or supply. 
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Third .—To have the necessary information regarding the 
amount diverted in case of law-suits. 

Fourth .—To study conveyance losses. 

Measurements at the heads of laterals and distributaries and 
on the supply canal or lateral, from which these branches 
take out, within a short distance from the point of division are 
necessary: 

First .—To divide the flow equitably. 

Second .—To regulate the flow in accordance with demands. 

Third .—To study conveyance losses. Measurements at differ¬ 
ent points on the canals, laterals and distributaries may be neces¬ 
sary to study and localize the conveyance losses in certain sec¬ 
tions of canals. 

Measurements at the points of deliveries are specially necessary 
when the water is charged for according to the volumes used. 
They are less necessary with a proper system of rotation, in 
which case the flow turned into the distributary may be a single 
irrigating head allotted in turn to each water user for a period of 
time proportional to the acreage of his holding or to the shares 
he owns or for the time^ required to give him the volume he wishes 
to purchase. Where the distributary carries two or more heads, 
measurements will be required to divide the flow. 

Types of Measuring Devices.—The types of measuring devices 
may be divided into three classes: 

First .—Those that give essentially the rate of flow; this in¬ 
cludes: (1) rating stations and rating flumes; (2) weirs; (3) orifices, 
gate openings, and tubes or culverts. 

Second .—Those that measure the quantity or volume of water 
in a given time; this includes the following types of meters: (1) 
the Venturi meter; (2) the Dethridge meter; (3) the Grant 
Michell meter; (4) the Hill meter; (5) the Hanna meter. 

Third .—Some of the devices of the first type, usually rating 
stations or flumes and weirs, each combined with an automatic 
register with which volume as well as rate of flow can be obtained. 

Measurements of the rate of flow are usually all that are neces¬ 
sary at the heads of canals, laterals and distributaries, and at dif¬ 
ferent places on these parts of the system where measurement is 
necessary. These measurements are primarily to obtain proper 
operation of the system. At some of the above points it may 
be desirable to obtain also a continuous record of the flow, but 
when, a canal system is properly operated the fluctuations in 



MEASURING DEVICES 


377 


water level in the different parts of the system will not be very 
great and readings of the rate of flow once or twice daily will be 
sufficient. 

Measurements of the actual volume of water in a given time are 
generally only necessary or desirable at the points of deliveries 
when water is charged for on the basis of the water used. The 
types of meters associated with this method of measurement 
have been used only to a small extent, but will probably be used 
to a greater extent with the establishment of this method of 
payment for irrigation water and the increase in the value of 
water. 

In the past rate of flow measurements have been largely 
depended upon and with good operation of the canal system 
give results whose accuracy is consistent with the present value 
of water in many localities. 

Conditions Controlling the Use of Different Devices.—The 

selection of the type of measuring device will depend on the topo¬ 
graphic conditions, the character of the irrigation water, and a 
number of desirable requirements. Where the irrigable land is 
flat valley land, the measurement of water must usually bo made 
with devices which require a minimum fall or loss of head for their 
operation. Where the irrigation water carries much silt no 
device should be used which will cause the deposit of this silt in 
the canals and interfere with the measurement. W’^hcre the irri¬ 
gation transports weeds or other large material the device should 
not be easily obstructed. Other desirable requirements are the 
following; 

First —The device should not be easily tampered with. 

Second ,—The cost of the device should not be excessive. 

Third ,—It should preferably measure not only the rate of flow, 
but also register the volume of water in a given time. 

Fourth ,—In most cases it should be able to handle any fraction 
of its full capacity. 

Fifth ,—In most cases it is desirable that when once set for the 
desired capacity, it maintains a constant flow, or a flow which is 
not affected to a large extent by variations in water levels. 

RATING STATION AND RATING PLUME 

A rating station consists of a selected section on the canal 
whose discharge is known for any depth of water, usually indi¬ 
cated on a permanent gauge rod. 
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To obtain this relation between depth of water and correspond¬ 
ing discharge, it is necessary to rate the station. This is done 
by taking a scries of measurements which will give the discharges 
corresponding to depths of water, included in the range com¬ 
monly used in the operation of the canal. The results are plotted 
and a curve drawn through the discharge points. This curve is 
known as the rating curve; with it the discharge corresponding 
to any depth of water can be obtained, and from it a rating table 
may be prepared. The discharge measurements required to 
obtain the rating curve when using a current meter are made as 
follows: The cross-sectional area of the station is first divided by 
imaginary vertical lines into partial or elementary areas whose 
cross section is obtained by soundings, taken usually with a rod, 
or, if rod current meter is used, with the current meter itself 
(Fig. 155). The number of verticals to be used in dividing the 
cross-sectional area will depend on the average width of the cross 
section and on the form of the cross section. It will be less for 
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Fig. 155.—Rating station divided into partial areas. 


a rectangular flume section than for an earth canal section. 
Usually at least six to eight verticals are desirable. The aver¬ 
age velocity for each elementary area is then obtained and the 
corresponding discharge is the product of this velocity and the 
elementary area. The total discharge is the sum of the partial 
discharges. 

The current meter with which the velocities are obtained 
consists of a wheel with cups which, when placed in water, 
gives a rate of revolutions proportionate to the velocity of flow. 
The number of revolutions in a given time are obtained through 
a sounding device attached to the meter and the relations between 
rate of revolutions and velocity are known from experimental 
rating of the meter. For a full presentation of the use of current 
meters and the principles and methods of measurement of flow. 
River Discharge,by Hoyt and Grover, published by Wiley and 
Sons, is specially recommended. The methods of measurements 
are essentially the same for canal flow as for river discharge. 
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The most common methods of obtaining the mean velocity in a 
vertical line with a current meter are; (1) by holding the current 
meter at 0.2 and at 0.8 of the water depth and taking the mean of 
the two corresponding velocities; (2) by holding the meter at 0.6 
of the water depth; (3) by moving the current meter slowly down, 
then up the water depth and repeating one or more times. The 
first method is usually considered preferable. The second method 
gives slightly greater results; it is more often used for shallow 
depths. 

Measurements by floats require a stretch of canal with uniform 
cross section of at least 100 feet in which the velocity of a float is 
obtained by taking the time required to travel between two sta¬ 
tions. The floats do not often travel in straight lines; it is there¬ 
fore difficult to obtain reliable velocities for the different parts of 
the stream, and the moan velocities pf flow can only be obtained 
by applying certain coeflScients of doubtful accuracy. 

Method of Installation.—The accuracy of measurements 
obtained at a station which has been rated will depend on the 
permanency of its cross section, the conditions of flow and the 
factors which may affect the accuracy of the rating curve. In 
an earth canal it is sometimes difficult to obtain a site where the 
cross section will not be changed by erosion, deposition of silt or 
growth of vegetation. To obtain a permanent station it is often 
necessary or desirable to line a short section of the canal with 
concrete or to install a rating flume. A rating flume consists of a 
short flume, whose length is generally not less than 12 feet nor 
less than twice the average width of the canal or flume, and whose 
width and depth arc about equal to the avc/age width and depth 
of the canal. The inlet and outlet are connected to the earth 
canal with suitable wings and cut-off walls (Fig. 156). Trans- 
versally the floor should be perfectly level and longitudinally it 
should be set to the grade of the ditch. The floor should be 
placed about }^oof a foot above the bed of the ditch, so that all silt 
may be carried through and not change the form of the cross 
section. The gauge rod should be placed at a distance from 
the upstream end equal to about % of the length of the 
flnme. To obtain a continuous record of the stream flow, as is 
often desirable at important rating stations or flumes, an auto¬ 
matic register is necessary. The common types of registers are 
described below. The use of a register requires a float well, 
usually 12 X 18 inches in cross section. For a canal station 
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the well is placed in the canal bank and connected to the 
canal by means of a short pipe. For a rating flume, the float well 
is built with the flume, on one side, and connected with the water 
by an opening or a number of smaller orifices through the side wall 
near the bottom of the flume. 

To obtain accurate results, a rating station or flume must be 
selected, so as to obtain a uniform flow free from cross currents 
an 1 located sufficiently far upstream from check gates or delivery 
gates to be beyond the influence of backwater or drawdown pro¬ 
duced by the operation of check gates, lateral headgates and 



Fig. 156.—Rating flume. Colo. Fuel & Iron Co., Pueblo, Colo. 


delivery gates. To obtain a uniform flow, a straight channel with 
uniform cross section and smooth banks for a distance of at least 
100 feet upstream from the station or flume is necessary. The 
distance upstream from check gates, lateral or delivery gates 
required to be beyond the effect of backwater or drawdown will 
depend on a number of factors, such as the slope and size of the 
canal, the height of checking, the capacity of the delivery gate, 
etc. To be beyond any appreciable effect may require a distance 
of several thousand feet for a large canal. The best location 
for a rating station or flume will therefore be above a drop not 
used as a check gate. Other serious causes which may destroy 
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the rating are the deposition of silt, the erosion, and the growth of 
vegetation in the canal during the irrigation season. 

The main advantage of rating stations or flumes is their adap¬ 
tation to the measurement of large flows with no loss of head or 
velocity. The most serious disadvantages indicated above are 
that they should be located far upstream from check gates, head- 
gates and delivery gates, and that the ratings will be put in error 
by the growth of vegetation, deposition of silt, and erosion. 


WEIRS 

Types of Weirs.—The term weir is applied to any dam or bar¬ 
rier across a stream over which water flows. The weirs com¬ 
monly used for measuring devices are of three types: (1) The 
Cippoletti or trapezoidal weir; (2) the rectangular weir with 
end contractions; (3) the rectangular weir with suppressed end 
contractions. 

The Cippoletti or trapezoidal weir is a trapezoidal notch in the 
top of a board, formed of a horizontal crest and of two sides, both 
sloping outward 1 inch for every 4 inches of rise (Plate 
XVIII, Figs. B and C and Plate XIX, Figs. A and B.) 

The rectangular weir with end contractions is a rectangular 
notch in which the vertical sides are sufficiently far removed from 
the sides of the channel or flume box in which it is placed to fully 
contract the issuing jet of water on the sides (Plate XVIII, 
Fig. D.) 

The rectangular weir with suppressed end contractions is 
formed of a vertical board, not notched, placed in a channel 
formed between two vertical side walls, such that the water will 
flow over the overpour horizontal crest of the board for its entire 
length between side walls with no end contractions. 

The triangular or V-shaped notch weir is seldom used on irri¬ 
gation systems. 

Weirs and submerged orifices are the most common types of 
measuring devices used on irrigation systems. ^ Weirs are simple 
to construct, install and use, and will give accurate results when 
properly installed under conditions favorable to their use. Their 
use is most commonly limited to moderate quantities of water 
and where the required fall for their installation is obtainable. 
Water carrying much silt will usually preclude their use. 

The measurement of the rate of flow over the weir is a very sim¬ 
ple operation. Usually the weir is installed so that the velodty 
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of the water in the upstream channel is so small that this velocity 
of approach can be neglected. The only measurements required 
are, then, that of the length of the weir and that of the depth of 
water over the weir. The corresponding flow may be computed 
with the weir formula, but is generally obtained by referring to 
tables. 

The weir most commonly used is the Cippoletti weir; it has the 
advantage that the flow is proportional to the length of the weir, 
so that a weir table prepared for a unit length of weir may be used 
for other lengths by multiplying the quantities given in the 
table by the ratio of the desired length to unity. 

Method of Installation and Use.—A weir measuring device may 
consist of a simple weir board placed across the ditch (Plate 
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Fig. 157. —Standard design for Cippoletti weirs on system of Twin Falls 
Salmon River Water Co., Idaho. 


XVIII, Fig. B) or of a weir board set in a box, or short flume sec¬ 
tion which may be built as an extension of a delivery gate struc¬ 
ture. The weir board may be made of wood, metal or concrete. 
When made of wood or concrete it is desirable to use a metal plate 
to form the edges of the crest and the sides. When the device is a 
simple weir board, placed in the earth ditch, the board must ex¬ 
tend sufficiently far into the bed and sides of the ditch, and must 
be well puddled in position to prevent the water washing under or 
around the board. Large weir boards must be braced with 
posts against the water pressure, and will usually require pro¬ 
tection of the bed and sides of the ditch on the outlet side of the 




Plate XIX. 




Miq* weir in concrete lined section o! lateral. Davis and 

Weber Canal System^ Utah* 
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board, against the erosive force of the overpour water. A com¬ 
mon form of construction consists of the addition of an outlet 
extension, formed of a floor between two side walls (Figs. 157 and 
158). The ditch cross section upstream from the weir board must 
be sufficiently large to form a stilling basin in which the velocity 
of approach is low. 

When the weir is placed in a flume box the width and depth of 
the box must be at least sufficient to give the required dimensions 
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Fig. 153,—Cippoletti weir (weir plate not shown). Yakima Sunnyside 

Project, Wash. 


of the weir board as sfjecified by the requirements stated below 
(Fig. 159). The length of the flume box is generally made about 
2 or 3 times its width, and the weir board is placed at a 
distance from the upstream equal to about % the length 
of the box, the lower % forming the protection against the 
overpour water. The box is connected to the ditch at the inlet 
and outlet with wings and cut-off wall. The use of a flume box 
is necessary for the installation of a weir Vith suppressed con¬ 
traction : when used for a Cippoletti weir or a rectangular weir with 
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end contraction, it gives no advantage over the simpler form con¬ 
sisting of a weir board with outlet extension and increases the cost. 



Fig. 159.—Cippoletti weir box for 1-ft. weir. 


A suppressed weir requfres some means of providing free circu¬ 
lation of air under the sheet of falling water; this is usually ob- 



Typical Longitudinal Section 


Fig. 160.—Standard suppressed rectangular weirs. U. S. Reclamation 

Service. 

tained bjr admitting the air through an opening in one or both side 
walls near the crest on the downstream side (Hg. 160). 

When the weir is placed a short distance below a delivery gate« 
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the weir board is placed in a short flume section or stilling box 
built as an extension to the gate structure (Fig. 161). It is then 



usually necessary to provide baffles to produce a uniform flow 
before the water reaches the weir board. 

85 


Ficj. 161.—Delivery gate and weir box. Yakima Project, Tieton Unit, Wash 
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The measurement of the depth of overpour water over the weir 
must show the true elevation of the water surface above the weir 
crest. Directly at the crest ani for a short distance above it the 
water surface curves down. This requires that the measure¬ 
ment for the depth of water be taken in the still water on one side 
of the weir notch or for a relatively small weir, from 4 to G feet 
upstream from the weir board. Experiments on Cippoletti weirs 
made in Punjab, India, indicate that at a distance of 1 foot to one 
side of the edge of the notch the water level was not affected by 
the draw of the water toward the notch. The point of depth 



Fig. 162.—Isometric sketch of Cippoletti weir box with automatic 

register. 

measurement or gauge is often placed in this position on the weir 
board at one side of the notch. When a continuous record of the 
flow is desired, an automatic register must be used. This is 
placed at the top of a float well built on one side of the flume box 
or set in the bank or side of the ditch upstream from the weir 
board (Fig. 162). 

To sluice out silt deposited in the stilling basin above the weir 
board it is desirable to make the entire weir board lemovable, or 
preferably to make only the lower part removable, which insures 
that the position of the weir crest is not changed. 
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Weir Dimensions and Requirements of Installation for Ac-* 
curate Results. —To obtain accurate results the following rules 
should control the dimensions of the notch: 

1. The depth of water allowed on the crest of the weir should be 
not greater than 3^^ the length of the weir and not smaller 
than 1 inch. Within these limits the length of the weir and depth 
of overpour is generally determined by the fall available. Where 
the fall available is small, a large length and small depth will be 
used. 

This requirement is usually specified as necessary because the 
weir formula) are the results of experiments made within the above 
limits of head. But recent experiments made by W. G. Steward 
and J. S. Longwell on Cippoletti weirs and rectangular weirs 
with end contractions, 6, 12, 24 and 3G inches in length, indicate 
that for a head as great as the length, the actual flow is less 
than 3 per cent, greater than the computed flow for Cippoletti 
weirs and less than 6 per cent, greater for rectangular weirs. 
Their results, however, show that for even smaller heads, less 
than % the length, the actual flow with rectangular weirs is 
from 2 to 3 per cent, greater than the computed flow with 
Francis formula, while for Cippoletti weirs the actual and com¬ 
puted flows are equal. 

2. The distance from the crest of the weir to the bed of the 
canal or floor of the weir box on the upstream side of the weir 
should be at least twice and preferably 3 times the depth 
of water on the weir. This is necessary to produce full bottom 
contraction. 

3. The distance from the edges of the weir notch to the sides 
of the canal or of the weir box should be at least twice the depth 
of water on the weir. This is necessary to produce full side 
contractions. 

4. The upstream edge of the crest and sides of the notch should 
be a sharp square corner or brought to a knife edge, either by 
using a thin metal plate or by bevelling on the downstream side. 
With a sharp corner and a thickness not greater than half the mini¬ 
mum depth of water, the discharge will be the same as for a 
knife edge. The importance of a sharp corner or crest to form 
the upstream edges of the crest and sides of the notch is indicated 
by experiments made by J. C. Stevens on the Sunnyside project, 
Washington. The tests were made on Cippoletti weirs, 6 inches 
to 3 feet in length. The notches were made in a 2-inch plank, 
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with the edges bevelled to a 45® slope on the downstream side 
and covered with No. 24 galvanized iron plate. This formed 
nearly sharp edges, with a radius of curvature only a little greater 
than the thickness of the galvanized iron (about 0.02 inch), 
yet it appeared to have been sufficient to make the actual 
discharges about 5 per cent, greater than the computed 
discharge. 

The above requirements will insure a comparatively small ve¬ 
locity of approach, which can be neglected without producing an 
appreciable error. When the water cross-sectional area of the 
notch is that of the channel, the error introduced by 
neglecting the velocity of approach is about 2 per cent. The 
requirements (2) and (3) insure a ratio of cross-sectional areas of 
at least 

For a weir without end contractions the requirements, excepting 
those regarding side contractions, are essentially the same when 
the discharge is obtained from computations or tables based on 
the general accepted Francis formula. However, the exhaustive 
study of weirs without end contraction, recently made by Prof. 
R. R. Lyman, has resulted in the presentation by him of diagrams 
and tables which will permit the accurate measurement of water 
with weirs without end contractions, for heights of weir less than 
that prescribed by the above requirements. The table, re¬ 
produced in part further, takes into account the velocity of 
approach, which with low weirs and large depths of water is 
considerable. 

The accuracy of weir measurements will also depend on the 
extent to which the following installation requirements are met: 

1. The weir when installed on a ditch should be placed in a 
sectiqn of ditch which is straight for at least 50 feet upstream from 
the weir and the center line of the ditch should be perpendicular 
to the weir board and pass through its center. The cross section 
of the channel should not be smaller than the cross section of the 
weir box or board in order to have slow velocity and fairly calm 
water above the weir. If the weir board must be placed near a 
takeout gate, the velocity of approach must be made uniform 
by means of baffles. 

2. The weir must be set high enough to give to the overflowing 
sheet a free fall. However, where the required fall for this is not 
obtainable, the downstream water level may be above the weir 
crest as high as 15 per cent, of the depth of water on the crest 
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without introducing an excessive error. With greater submerg*- 
ence the weir can still be used and give fairly accurate results by 
the application of certain coefficients. 

3. In letting water in a weir box through a pipe, it should dis¬ 
charge preferably at the bottom of the box, and the depth of the 
box should be sufficient to produce a calm body of water on the 
upstream side of the weir. In some cases this requires the use of 
baffle boards to break up the velocity of the approaching water. 

4. The crest of the weir should be level from end to end, and 
the weir board placed vertically. The importance of having the 
weir board placed exactly vertical is not great, and is shown by 
the following results of experiments made by Bazin on thin-edged 
weirs inclined at various angles. 


Relative Dischahge of Inclined Weirs and Vertical Weirs by Bazin’s 

Experiments 


Vertical weir. 

Upstream inclination of the weir... 

Downstream inclination of the weir 



Bazin’s 

modulus 

1.00 

1 horizontal to 1 vertical 

0.93 

2 horizontal to 3 vertical 

0.94 

1 horizontal to 3 vertical 

0.96 

1 horizontal to 3 vertical 

1.04 

2 horizontal to 3 vertical 

1.07 

1 horizontal to 1 vertical 

1.10 

2 horizontal to 1 vertical 

1.12 

4 horizontal to 1 vertical 

1.09 


Formulas and Tables for Measurement of Flow of Water Over 
Weirs. —A number of formulae have been derived; those most 
commonly used are the following: 

I. Formulae for free discharge when velocity of approach is 
negligible. 

(a) Rectangular weir with end contractions (Francis 
formula), 

Q = 3.33 (L - 0.2H)H^^ 

(b) Rectangular weir with no end contractions (Francis 
formula), 

Q = Z.2ZLH^ 

(c) Cippoletti weir, 

Q " 

II. Formula for free discharge when velocity of approach must 
be considered. 
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(d) Rectangular weir with end contractions (Francis 
formula), 

Q = 3.33(L - 0.2H)[{H + 

(e) Rectangular weir without end contractions (Francis 
formula), 

Q = 3.33L[(/f + ~ 

(f) Cippoletti weir, 

Q = 3.S67L(H + 

In the above formulae the following notation has been used: 

Q = rate of flow over weir in cubic feet per second. 

L = length of weir crest in feet. 

H = head or depth of overpour on the crest in feet, 
measured where not affected by drawdown curve. 
h = velocity head corresponding to velocity of approach 

V, and equal to 

III. Formulae for submerged discharge. 

When the water level on the downstream water level rises above 
the weir crest, the weif is said to be submerged. As previously 
stated, a submergence of as much as 15 per cent, or even 20 per 
cent, will produce very little effect on the flow. Clemens Her- 
schel, from a study of experiments on weirs without end contrac¬ 
tions made by J. B. Francis and Fteley and Stearns has derived 
the following formula: 

Qi = 3.33L(WH)^‘’ 

in which AT is a coefficient whose value depends on the propor- 
tional submergence ^ where d is the depth of submergence. 

This formula gives the following relation: 

^ or Qi = N^Q 

in which for equal head {H) and equal lengths of weir Qi is the rate 
of flow for a submerged weir and Q is the rate of flow for a free dis¬ 
charge weir. Therefore the rate of flow over a submerged weir is 
equal to the rate of flow over a free discharge weir of the same 
length and under the same head multiplied by a coefficient (iV^). 

While the above formula was derived for a rectangular weir 
with no end contractions, experiments made by J. C. Stevens on 
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the Sunnyside project in Washington and by A. S. Gibb in. Pun¬ 
jab, India, on Cippoletti weirs give values of N very nearly equal 
to those given by Clemens Herschel. These values of N are 
tabulated below. 

Values op Multiplier ( N ) to be Applied to the Head ( H ) on the Weir 
Crest op a Submerged Weir to Obtain the Equivalent Head por 
THE SAME Weir with Free Fall; also Values op Multiplier 
) to be Applied to the Discharge op a Weir with 
Free Fall to Obtain the Discharge op same Weir 
WHEN Submerged 


Peroentai^e of 
submersion 

Weirs without end contrao- 
1 tion by Clemens Herschel 
table 

Cippoletti weirs 

By L C 

Stevens 

By a. S. Gibb 

N 


N 


AT 

NH 

5 

1.0C7 

1.0105 



0.994 

0.991 

10 

1.005 

1.0075 

0.985 

0.977 

0.985 

0.977 

15 

0.996 

0 994 

0.98 

0.970 

0.975 

0.963 

20 

0.985 

0.978 

0.97 

0.955 

0.964 

0.946 

25 

0.972 

0.958 

0.96 

0.941 

0.952 

0.929 

30 

0.959 

0.939 

0.95 

0.926 

0.939 

0.911 

40 

0.929 

0.897 

0.93 

0.897 

0.910 

0.868 

50 

0.892 

0.842 

0 90 

0.854 

0.877 

0.821 

60 

0.846 

0.778 

0.85 

0.784 

0.840 

0.770 

70 

0.787 

0.689 

0.80 

0.715 

0.799 

0.715 


Tables of Weir Discharge.—The following tables are abstracted 
from more extensive tables presented in a number of publications. 

The table for the Cippoletti weir gives the rates of discharge for 
a 1-foot length of weir; for other lengths of weir the discharge is 
obtained by multiplying the values given by the length of the weir 
in feet. 

The table for the rectangular weir with end contractions is 
prepared for weir lengths of 1, 2 and 3 feet, which are 

commonly used in practice. 

The table for the weir without end contraction is abstracted 
from much more extensive tables prepared by Prof. Richard R. 
Lyman, of the University of Utah. These tables result from a 
careful and exhaustive study by Prof. Lyman of the results of 
experiments made by Bazin, Francis, Fteley and Steams and at 
the laboratories of Cornell University and the University of 
Utah. The table gives the rates of discharge of a 1-foot length 
of weir for different heights of weir crest above the floor of the box 
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in which the weir board is placed. The velocity of approach is 
largely controlled by the height of the weir, and its effect is 
included in the values given. The results of the work of Prof. 
Lyman make it possible to obtain accurate measurements with 
weirs without end contractions, where the high velocity of 
approach and relatively large depth of water on the crest would 
result in errors of considerable magnitude if their use was com¬ 
bined with the usually accepted Francis formula. 


Discharge Table for Cippoletti Weir, 1 Foot in Length 
(For other lengths multiply values given by length in feet) 


Depth of water 
on crest 

Dibchar{{o, 
cubic feet 
per second 

Depth of water 
on crest 

♦ 

Discharge, 
cubic feet 
per second 

Depth of wafer 
on crest 

Dischm'ge, 
cubio feet 
per second 

In 

inches 

In 

feet 

In 

inches 

In 

feet 

In 

inches 

In 

feet 

1 

0.08 

0.08 

3H 

0.30 

0.56 

6 % 

0.56 

1.42 


0.09 

0.10 

3H 

0.31 

0.59 

7 

0.58 

1.50 


0.10 

0.11 

3H 

0.32 

0.62 

7H 

0.60 

1.58 


0.11 

0.13 

4 

0.33 

0.65 

rn 

0.62 

1.66 


0.12 

0.15 


0.34 

0.68 

7H 

0.65 

1.75 

m 

0.14 

0.17 


0.35 

0.71 

8 

0.67 

1.83 

m 

0.15 

0.19 


0.36 

0.74 


0.69 

1.92 

m 

0.16 

0.21 


0 37 

0.77 

8H 

0.71 

2.07 

2 

0 17 

0.23 


0.39 

0.81 


0.73 

2.10 


0.18 

0.25 


0.40 

0.84 

9 

0.75 

2.19 

2M 

0.19 

0.27 


0.41 

0.87 


0.77 

2.28 

2?i 

0.20 

0.30 

5 

0.42 

0.91 


0.79 

2.37 

2H 

0.21 

0.32 

3H 

0.43 

0.94 

m 

0.81 

2.47 

2H 

0.22 

0.34 


0.44 

0.97 

10 

0.83 

2.56 

2H 

0.23 

0.37 


0.45 

1.01 

lOH 

0.85 

2.66 

2K 

0.24 

0.40 


0.46 

1.04 

lOH 

0.87 

2.76 

3 

0.25 

0.42 

5H 

0.47 

1.08 

10^ 

0.90 

2.85 

3^ 

0.26 

0.45 

6?4 

0.48 

1.12 

11 

0.92 

2.95 

3K 

0.27 

0.47 

5h 

0.49 

1.15 

iiH 

0.94 

3.06 

3H 

0.28 

0.50 

6 

0.50 

1.19 


0.96 

3.16 

3H 

0.29 

0.53 

6H 

0.52 

1.26 

iiH 

0.98 

3.26 





0.54 

1.34 

12 

1.00 

3.37 


For a 1-foot weir use depths of water not greater than 4 inches. 
For a 1 H~foot weir use depths of water not greater than 6 inches. 
For a 2-foot weir use depths of water not greater than 8 inches. 
For a 3-foot weir use depths of water not greater than 12 inches. 
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Discharge Tabus for Rectangular Weirs with Full Contractions 


Depth of water on crest | 

1 Disphargo in oubip feet per second for 

In inches 

[ In feet 

1-foot weir 

IV-iifoot w'eir 

2-foot weir 

3-foot weir 

1 

0.08 

0.079 

j 0.119 

0.159 

0.239 


0.09 

0.094 

0.142 

0.189 

0.285 

m 

0.10 

0.110 

0.166 

0.222 

0.33 

m 

0.11 

0.126 

0.191 

0.255 

0.38 


0.12 

0.144 

0.217 

0.29 

0.44 


0.14 

0.161 

0.244 

0.32 

0.49 

m 

0.15 

0.180 

0.273 

0.36 

0.55 


0.16 

0.20 

0.302 

0.40 

0.61 

2 

0.17 - 

0.22 

0.332 

0.45 

0.67 

2 H 

0.18 

0.24 

0.364 

0.49 

0.74 


0.19 

0.26 

0.395 

0.53 

0.80 


0.20 

0.28 

0.428 

0.58 

0.87 


0.21 

0.30 

0.462 

0.62 

0.94 

2 % 

0.22 

0.32 

0.496 

0.67 

1.01 

2 H 

0.23 

0.35 

0.531 

0.72 

1.08 


0.24 

0.37 

0.567 

0.76 

1.16 

3 

i 0.25 

0.40 

0.604 

0.81 

1.23 

3 H 

0.27 

0.44 

0.679 

0.91 

1.39 


0.29 

0.49 1 

0.756 

1.02 

1 54 

m 

0.31 

0.54 

0.836 

1.13 

1.71 

4 

0.33 

0.60 

0.919 

1.24 

1.88 

4 K 

0.35 

0.05 

1.003 

1.36 

2.06 


0.37 

0.71 1 

1.090 

1.47 

2.24 

4 % 

0.40 

0.76 

1.178 

1.59 

2.43 

5 

0.42 

0.82 

1.269 

1.72 

2.61 

5 H 

0.44 

0.80 

1.361 

1.84 

2.81 

5 H 

0.46 

0.94 

1.455 

1.97 

3.00 

5 H 

0.48 

1.00 

1.550 

2.11 

3,20 

6 

0.50 j 

1.06 

1.649 

2.23 

3.41 


0.52 


1.747 

2 38 

3.63 

6 H 

0.54 


1.848 

2.51 

3.87 

6 H 

0.56 


1.949 

2.65 

4.06 

7 

0.58 


2.053 

2.80 

4.29 

7 K 

0.62 


2.263 

3.00 

4.47 

8 

0.67 


2.477 

3.40 

6.20 

8 H 

0.71 


2.697 

3.70 

5.65 

9 

0.75 

_ / . 

2.919 

4.00 

6.15 


0.79 



4.30 

6.64 

10 

0.83 



4.64 

7.16 

10 ^ 

0.87 1 


1 . 

5.00 

7.71 

11 

0.92 



5.32 

S .24 

11 >^ 

0.96 j 



6.65 

8.78 

12 

1.00 . 


1 

1__ 

6.00 ' 

9.^4 
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DiacHAUGE Table for Rectangular Weir ^ith no End Contractions 
FOR 1 Foot Length op Weir and Different Heights of Weir Crest 
By R. R. Lyman 

(For any length of weir the discharge is obtained by multiplying the values 
given by the length of weir in feet.) 
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ORIFICES, GATE OPENINGS AND SHORT TUBES 

Many forms of openings are used under widely different con¬ 
ditions for the measurement of irrigation water. In all cases the 
opening is formed in a vertical plane and is placed below the up^ 
stream or inlet water level, and the measiirement of the rate of 
flow is dependent on the area of the opening and the effective 
head which produces the velocity. 

In order to obtain the rate of flow through any form of opening 
without the use of complicated formulse, the measuring device 
should be installed so that the opening will be placed either en¬ 
tirely above the outlet water level, or entirely below the out¬ 
let water level. The many forms of these measuring devices 
may therefore be divided into two classes: 

First —Free <^ischarge openings. 

Second .—Submerged discharge openings. Each class may be 
subdivided into orifices of a fixed size and adjustable openings. 

The approximate formula for rate of discharge is then: 

Q = cavWh 

in which 

Q = rate of flow in cubic feet per second. 

C “ coefficient of discharge. 

A »= the area of the opening in square feet. 

H — the effective head in feet, which in the case of free 
discharge is usually taken as the depth from the 
inlet water level to the center of the opening, and 
in the case of submerged discharge as the differ¬ 
ence in elevation between the inlet and outlet 
water levels. 

This formula does not consider the velocity of approach. In 
Vol. II, Chapter III, a formula is given which may be used when 
the velocity of approach is of sufficient magnitude to be consid¬ 
ered and another formula is given for free discharge through 
large rectangular orifices under small heads. The use of these 
more accurate formul® may in some cases be necessary, but for 
common use in irrigation work the simpler approximate formula 
is generally accepted. The accuracy of the results wUl depend 
largely on the form of the opening and the conditions of floW| 
these will be indicated in the discuswon of the diftoent lypes 
device. 
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One advantage of an orifice device over a weir device, which 
may be stated here, is that a variation in the head on an orifice 
will produce a correspondingly smaller variation in the rate of 
flow through the orifice than an equal proportionate variation in 
depth of water over a weir will produce in the rate of flow over 
the weir. A 10 per cent, increase in the head will increase the 
flow through the orifice only 5 per cent., while with a weir the 
flow is increased 15 per cent. 

Free Discharge Openings. Miner’s Inch Measurement.— It 

is seldom possible to obtain sufficient fall to obtain free discharge 
except for smaller openings, such as are commonly associated 
with devices used for the delivery and measurement of water in 
miner’s inches. 

A miner’s inch device is formed of a miner’s inch board placed 
directly in the ditch or across the stream to be measured or in¬ 
stalled in a box or structure. The miner’s inch board contains 
either a single long opening, usually regulated in size by a slide 
or a number of openings of different sizes, each closed by a gate. 
The delivery through the orifices is made by maintaining a con¬ 
stant head on the center of the orifice. The head depends on the 
value of the miner’s inch, which varies with different states 
(see Chapter V, Vol. I, pages 70 to 72). In Arizona, Montana, 
and Oregon, 40 miner’s inches are equivalent to 1 cubic foot per 
second; this requires a 6-inch pressure head. In Idaho, Ne¬ 
braska, Nevada, New Mexico, North Dakota, South Dakota and 
Utah, 50 miner’s inches are equivalent to 1 cubic foot per second; 
this requires a 4-inch pressure head. In California, as defined 
by statute, 40 miner’s inches are equivalent to 1 cubic foot per 
second, but on a number of systems in southern California 50 
miner’s inches to 1 cubic foot per second are used. 

In some states the form of the orifice is specified by law. For 
instance in Colorado a miner’s inch is defined by laws of 1868 
as the flow through an inch orifice under a 5-inch pressizre meas¬ 
ured from the top of the orifice, and the prescribed height of the 
orifice is 6 inches except for flows under 12 miner’s inches when the 
orifice may be square. As a result, the head on the center of the 
opening varies and the value of the miner’s inch varies corre- 
apondingly from about 35 miner’s inched to 43 miner’s inches 
for 1 cubic foot per second. The commonly accepted equivalent 
is 88.4 miner’s inches to 1 cubic foot per second. 

In British Columbia the legal value the miner’s inch k the 
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flow through an orifice 2 inches high X inch wide, made in a 
2-inch plank, the head on the top of the opening being 7 inches; 
this gives a pressure head on the center of the opening of 8 inches 
(Fig. 163). As defined by law, 35.7 miner's inches are equivalent 
to 1 cubic foot per second. 

Variations in the form of the orifice affect the accuracy of the 
measurements only to a small extent. To measure sm^l flows 
the height of the orifice may be only 1 inch; for larger flows the 
height may be 2, 3, 4, or 5 inches. To obtain accurate measure¬ 
ments the jet coming through the orifice must touch only the 
upstream edges and clear the downstream edges, so as to dis¬ 
charge freely into the air. Usually it is desirable to make the 



Fig. 163.—Miner's inch board set in a flume box. 


orifice in a thin plate or to bevel the edges of the board on the 
downstream side. An orifice formed with sharp square edges in 
^ board 1 inch thick need not be bevelled. In setting the board 
across a ditch or in a box, a distance equal to at least 2 or 3 
times the height of the opening must be allowed on the upstream 
side of the board, from the lower edge of the orifice to the bed erf 
the ditch or floor of the box, and from the ends of the orifice to 
the sides of the ditch or box (Fig. 163). 

Special Types of Miner^s Inch Boxes*—^When placed at t]he 
point of delivery from a distributary, the installation of a miner’s 
inch device wiU combine with it the ddivery gate and a very 
desirable feature may be provided to maintain a practically 
cenistaht head m the center of the opening by the use of an ermw 
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flow spillway crest. The structure is then what is known as the 
Foote measuring box (Pig. 164 and Plate XX, Fig. A). It con¬ 
sists essentially of a check gate across the ditch, the delivery gate 
which controls the flow admitted into a basin, the miner's inch 
orifice, formed in one side of the basin, adjustable in size by a 
slide, and an overflow spillway formed by a low side of the basin 
with its crest at a height above the center of the orifice equal to 
the desired pressure head. With this device, the flow admitted 
into the basin is approximately regulated by the delivery gate 
and the excess flow passes over the spillway crest back into the 
ditch. The structure is formed of a short flume section divided 
by a parallel overflow spillway wall into two compartments. 
The main compartment is a rectangular channel in line with and 



Fig. 164.—Foote’s miner’s inch measuring and delivery box. (Bull. 247, 
Agr. Exp. Sta., Univ. of Calif.) 

of about the same cross-sectional area as the supply ditch with 
a check gate near the inlet. The smaller compartment forms the 
basin from which the water is taken out through the miner's inch 
orifice. The flow from the supply ditch is admitted into this 
basin through the delivery gate placed just upstream of the check 
gate. The installation of this device will require at least about 
9 to 12 inches difiPference in elevation between the full supply 
water level in the supply ditch and the water level at the orifice 
outlet. The accuracy of the automatic regulation of head will 
depend on the length of the spillway crest. P^. 164 shows the 
de^n of a box e3q>erimented with at the University Farm at 
tlavis. The tests show that with the wat^ levpl m^did^iied 
mmfstiy at the same level as the E^illway crest, idth disebaifea 





Blate XX. 



Bio. Thirty seeond foot V«itim mster installed on lateral Salt fitvo: 











Platb XX 
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ranging from 20 to 150 miner's inches, the actual flow was about 
4 per cent, less than the miner's inch measurements gave. 

The Foote box has been used only to a very limited extent, but 
the same principle of head regulation by a spillway overflow 
crest has been used on delivery boxes from gravity pipe lines 
under no pressure. These have been used extensively on several 
systems in Southern California; also on a system in British Co¬ 
lumbia, and have been described in the discussion of gravity 
pipe-line distribution systems in the preceding chapter. Fig. 
154 shows such a box, which was reproduced at the University 
Farm at Davis, and on which a series of tests for accuracy show 
that the actual flow was about 1 per cent, greater than the miner's 
inch measurements gave. 

Submerged Orifices and Gate Openings.—The measuring de¬ 
vice may be'an orifice of a fixed size or an orifice adjustable in 
size, in which case it is usually a gate opening. 

When an orifice of a fixed size is used, the device usually con¬ 
sists of a sjbarp-edged rectangular orifice formed in a board, which 
is either placed in a vertical position directly across the ditch or 
is part of an orifice box. The device will only measure the rate 
of flow, and is usually placed a short distance below a delivery 
gate, with which the flow is regulated. 

The dimensions of the orifice are controlled by the desired 
capacity and the amount of fall available. It is usually made 
from 3 inches to 1 foot in height, and 1 to 4 feet in width. 
The dimensions of the orifice board must be made sufficiently 
large to obtain complete contraction and a small velocity of 
approach. Practically full contraction is obtained when the dis¬ 
tance from the edges of the orifice to the sides and bed of the chan¬ 
nel is equal to 2 or 3 times the height of the orifice. To ob¬ 
tain submergence the board or box must be installed to place the 
orifice well below the outlet water level. To obtain a velocity 
of approach sufficiently small that it may be neglected and not 
appreciably affect the accuracy of the measurement, the cross- 
sectional area of the approach channel should be at least about 
6 times that of the orifice. The device must be installed 
suffidently far downstream from the delivery gate to obtain a pod 
of fairly still water on the upstream side of the orifice. 

To obtain an accurate measurement of the rate of flow,"^ the 
)4»stream and downstream water level must be measured where 
water is comparatively still. The upstream gauge is usually' 
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placed on the upstream face of the board on one side of the orifice 
and the downstream gauge is placed on one of the side walls or 
wing walls of the box, at least 1 to 2 feet away from the orifice 
wall. 

Fig. 165 shows the standard design for submerged contracted 
orifices of the U.S. Reclamation Service. For this type of device, 
with sharp edges and full contr action, the coefficient of discharge 
in the formula Q = CAV2gH is usually between 0.61 and 0.63 
(see Vol.,II, Chapter III, page 72). 

A submerged orifice of adjustable size is usually the gate open- 
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Fig. >165.—Standard submerged orifice box. IT. S. Beclamation Service. 


ing in a delivery gate structure. The single gate structure is th^ 
a vertical gate placed in a rectangular channel formed of a floor 
and two side walls, with wings, and cut-off walls at the inlet and 
outlet. The gate as usually placed fonns an opening in which the 
two lides and bottom are flush or nearly flush with the sides and 
flow of box. The opening has then no contraction on the 
ddea and bottom. In some cases a low gate sill is placed which 
produces partial contraction on the bottcon. Fig. 166' shows a 
Standard form of delivery ^te, 3 feet wide, used by the Yolo 
Wwtetr and Foww Co. of Califomia to deliver l»ads as great 
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as 20 cubic feet per second. The structure must be either in¬ 
stalled sufficiently low or a tail board placed at the outlet of the 
box to insure complete submergence of the opening. Without 
the tail board and for the capacity stated above, the floor should 
be placed about 18 inches or 2 feet below the outlet water level. 
This method of measurement, while it does not give results as 
accurate as those obtained with the fully contracted orifice, is 
quite extensively used because it saves the expense of the addi¬ 
tional orifice box and produces a smaller total loss in head. The 



Fid. 166.—Delivery and measuring gate. Yolo Water & Power Co., Calif. 


accuracy of the measurements is limited by the fact that the 
coefficient of discharge is not as well known as for a sharp-edged 
fully contracted orifice, and also because the coefficient cl dis¬ 
charge apparently varies considerably with the ratio of the width 
to the depth, with the extent of submergence add with the effeet- 
ive head. The variation in coefficient of discharge is greater 
when no correction is made for tiie velocity of ai^roaeh, beoaeve 
for the same nzed orifice and same head as meamired tin 

mice in water levels, a wide variation ,in the vdod^ mi appeoadt 
ntf^ be obtained, depei^iag on the depth aad Ob 
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the place of measurement of the inlet and outlet water levels. 
For these reasons it will usually be desirable to use coefficients 
jobtained by calibrating the type of structure for the condi¬ 
tions of flow under which it is to be used. A rather limited 
number of experiments have been made to determine the coeffi¬ 
cient of discharge. Merriman states that with contraction sup¬ 
pressed on the ends and bottom, the coefficient of discharge is 
probably about 0.75. Experiments made by the Yolo Water 
and Power Co., California, give an average coefficient of dis¬ 
charge for their standard headgate of about 0.73. The experi¬ 
ments made by C. B. Stewart at the University of Wisconsin on 
short tubes, 4 feet squaie, with submerged discharge, show that 
for the shortest tubes used, about 4 inches in length, which gives 
practically orifice condition, and with suppressed contraction on 
sides and bottom, a coefficient of discharge of about 0.77 was ob¬ 
tained (see Vol. II, Chapter III, page 75). The most extensive 
experiments and those most directly applicable to the conditions 
obtained in practice are those made on lateral headgates in 
Punjab, India. These experiments gave the following coefficient 
of discharge: 

C * 0.720 + 0.0074W? 

in which w = width of gate opening in feet (see Vol. II, Chapter 
III, page 72). This value was obtained from measurements of 
the inlet and water levels sufficiently far upstream and down¬ 
stream from the gate to minimize the effect of velocity of approach. 
It may be taken as the most reliable general value thus far ob¬ 
tained. The formula of discharge is then: 

Q « (0.720 + 0.0074w)AV^ 

This formula was found to be not applicable with the same degree 
of accuracy, when the effective head was less than 0.25 feet, unless 
the velocity of approach is negligible. 

Submerged Short Tube Delivery Gate,—^The delivery gates 
of the pipe or box culvert type may be used for the approximate 
measurement of water as well as the regulation of flow when the 
device is rated so that the coefficient of discharge is known for the 
conditions of fliow. There will seldom be sufficient fall to obtain 
frtfe discharge at the outlet; it will therefore be usually deidrahle 
to iflace the structure so that the outlet is entirely subme^:il^« 
the flow will ikm be that of a submerged tube when the hdet 
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opening is fully opened, $md will be intermediate between the 
flow of a submerged tube and submerged orifice when the inlet is 
partly opened. For the submerged tube condition, the coeflicient 



Flo. 167.—Tube delivery gates. Williston Project, N. D. 



of discharge in the formula Q CAV2gH will dep^ largely on 
the form of the inlet and the length of the tube. For the condi> 
^ int^m^eflafe between sobmeiged oiifloe and submerged tube 
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the coefficient of discharge will depend also on the size of the gate 
or inlet opening. 

The rates of discharge for the common type of box culvert 
delivery gate or takeout has been determined by experiments 
made by the Reclamation Service on two sizes of takeouts used 
on the Williston project, North Dakota. The designs of the take¬ 
outs are shown by Fig. 167 and the rating curves by Figs. 168 and 
169. A study of the results shows a variation seldom larger than 
5 per cent, from the quantities given by the curve. The coefficient 
of discharge for the inlet fully opened averages very close to 0.70 
for the smaller turnout 8 X 10 inches in cross section, and about 
0.78 for the larger turnout 12 X18 inches in cross section. These 
curves and coefficients should be used for turnouts of the same 



type and about the same relative proportions of length to size of 
opening. For approximate results the coeffiejent of discharge for 
standard short tu^s (Vol. II, Chapter III, page 71) may be used. 

SPECIAL DEVICES 

Kennedy Gauge Outlet (Fig. 170).—^This device was originated 
and patented by R. G. Kennedy, formerly Engineer in Chief of 
Irrigation, in Punjab, India. It con^ts of a conduit formed of a 
bdl*mouth, cast-iron inlet, contracting to a throat and connectod 
to a conical shaped outlet, made usually of sheet metal. The 
throat is constructed to form a groove around the jet 

of water, and is connected to an Upright vent shaft Ki, extending 
id>ove tte water laviri udth its upper end <^>6n to tibe ah'* The 
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jet of water at the throat is therefore sui rounded with air, which 
causes the flow to depend not on the difference in elevation 
between the water surfaces at the inlet and outlet, but on the 
square root of the head on the center of the throat opening 
{Ho)» The flows corresponding to different elevations of water 
level are graduated on the face of the vent shaft* To operate the 
device, a certain minimum difference in water levels, Hi, equal 
to about or 3^^ of Ho, must exist or the water will back up at the 
throat in the air-shaft Hi. Provided this minimum difference in 
elevation between the inlet and outlet water level is obtained, the 
discharge is independent of the outlet water level. The chief 
features of the device are that the flow is dependent on a com¬ 
paratively large effective head and is independent of the outlet 
water level. Because of the large effective head, a variation in 
the inlet water *ievel will produce a change in the flow much smaller 
than if the discharge depended on the difference in elevation 


General Section 



between inlet and outlet water levels as in a submerged orifice. 
For instance, if delivery is to be made through a submerged 
orifice of a given size, where the difference in elevation between 
outlet and inlet water levels may increase from 6 to 12 inches, 
the flow will increase in the proportion of \/6 to Vl2, or about 40 
per cent.; while if a Kennedy gauge outlet is used in which the 
effective headis24inches,a rise in the inlet ws^er levelof 6 inches 
will increase the flow in the proportion of V24 to V30 or about 
12 per cent. The device is provided with a slide gate Gi to shut 
off the flow when needed; thus serving the double purpose of a 
measuring device and of a delivery structure. 

The Kennedy gac^ outlet produces conditions which make it 
inmilar to a free discharge orifice, of a fixed size, under a compare* 
tively large pressure head. While the throat or orifice has a fixed 
cross section, the dide gate could be used to vary the size of tius 
opening and tiius deliver partial flows. 
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The maiii advantages of the device are: 

EiraU —It can be used where only a small head is available for 
the installation of a device. * 

Second ,—^The flow is not affected by variations in the outlet 
water level. 

Third .—variation in the inlet water level produces a rela¬ 
tively small variation in flow. 

The main disadvantages are: 

First .—It is not specially designed to be used for fractions of 
its full capacity. 

Second .—The cost will probably be excessive for general use. 
The conditions most favorable to its use would be obtained 
where it is desired to deliver a relatively constant flow from a 
canal in which relatively large variations in water level occur. 
The device measures the rate of flow only, and will therefore re¬ 
quire an automatic register where a record of the volume de* 
livered is desired, in which case one of the types of meters 
described further will usually be preferable. 

The device was manufactured in the United States for a short 
time by W. N. Matthews & Bros., of St. Louis, Missouri, in sizes 
ranging from the smaller size of 0.55 to 0.65 second-feet capacity 
to the larger size from 4.40 to 5.20 second-feet capacity. The 
prices ranged from $32 for the smaller size to $54 for the 
larger size. As far as known to the writer, their use in the 
United States has been limited to a few installations for experi¬ 
ments and demonstrations. 

Venturi Meter.—The Venturi meter is a short tube formed of a 
truncated reducing conical inlet, connected by a short throat sec¬ 
tion to a truncated expanding cone outlet. The measurement of 
the rate of flow through the tube is based on the fact that for 
every rate of flow there is a corresponding difference between the 
pressure head at the inlet and that at the contracted throat. 
This is expressed by the following equation of flow, derived by 
application of Bernouilli’s theorem (Hg. 171): 

VAi* — Aai* 

Where At » inlet area. 

At ^ throat area. 
hi pressure head at inlet* 
hi ^ pr^ure head at throat. 

C ^ opeSMeiUrofdisoharge 


- Aa) 
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The Venturi meter, invented by Clemens Horschel in 18^7, |8 
the result of the practical application for the measurement of 
water of the properties of converging tubes, based on experimental 
work made by G. B. Venturi in 1797. 

The meter as commercially manufactured is equipped with a 



Fio. 171 

* 


recording mechanism, which not only measures the rate of flow 
but also registers the quantity of water discharged. It has been 
extensively used for the measurement of flow in pipes, and is now 
made in a special form, designed for use on irrigation systems. 
When used on a pipe line, the tube is inserted to form part of the 



Pio, 172.-—Venturi meter for irrigation canals. 


pipe line and the recording mechanism consists essentially of a 
mercmial U-tube, one branch connected with the inlet and the 
oi&er to the throat and of the clockwork and gear which revolve 
a lecwd&g drum. The variations in rate of flow giye a resultant 

mercurial tube^ which transmitted 
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through gearing and combined with the clockwork motion pro* 
duce an integrating record on the cylindrical drum. 

The special form developed for use on irrigation canals is shown 
in Fig. 172 and Plate XX, Figs. B and C. The tube is made of a 
cast-iron throat with conical pieces made of galvanized iron, or 
cast in concrete, or made of wood staves. The tube is placed 
directly in the ditch. At the inlet and the throat are connected 
vertical pipes or float chambers, in each of which is placed a float. 
The resultant motion of the float, corresponding to variations in 
the rate of flow, are transmitted to the recording device and 
combined with the clockwork motion gives a record on a chart of 
the rates of flow and the quantity of water passed through the 
meter in a given time. 

The present approximate prices of Venturi irrigation meters 
delivered to principal points in the West are as follows: 

Capacity m second-feet 5 10 15 20 30 40 50 75 100 125 

Cost m doUars 113 132 150 168 200 231 263 374 405 477 

The well-shaped tapered entrance and outlet results in a very 
small friction loss. The manufacturers guarantee that the loss 
of head will not exceed 4 inches when operated at their maximum 
rated capacities. The accuracy of Venturi meters compares 
favorably with that of any other device. A test for accuracy 
made on a standard 15-second-foot capacity Venturi irrigation 
meter by a board of engineers appointed by the project manager 
of the Salt River project, Arizona, with flows ranging from 2.96 
cubic feet per second to 16.86 cubic feet per second, showed that 
the meter readings average 1.67 per cent, less than the weir read¬ 
ings and 2.72 per cent, larger than current meter measurements. 

The main advantages of the Venturi irrigation meter are: 

Fird .—It measures the rate of flow and registers the quantity 
of water passed through in a given time. 

Second .—Its installation produces only a small loss of head. 

Third.^lt is equally well adapted for small and large flows. 

Fourth .—It can be used with sUty or muddy water. 

F%fth.^ThB measurement cannot be tampered with or altered. 

Siscik .—^The accuracy is equal ot greater than that of any other 
deyice^. The most aexiotm disadvantage is the cost, which may 
be exoearive for extensive use of the meter. 

(Fi^s. ITSand I74).~This wadnvented 
bfJLB. tMkddgBf CMrf Engineer of the State Biyers and 
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Supply Commission of Victoria, Australia. The meter n 
essentially an undershot wheel placed horizontally in a wooden or 
concrete structure, which also serves as a headgate. The whed 
is formed of a galvanized iron drum on a wooden frame, to which 
are riveted eight projecting metal vanes or paddles. The struc¬ 
ture forms a channel, whose width gives a ^^-inch clearance be¬ 
tween the face of the side wall and the ends of the wheel; and the 
floor is curved on a radius H, inch greater than that of the wheel 
for a length equal to about of the circumference. The wheel 
will then flt in this channel with a clearance of ^ inch on the sides 



Fio, 173.—^Isometric view of Dethridge meter. (Bull. 247, Agr Exp 
Sta., Umv. of Calif.) 

and ^-inch on the bottom. The inlet to the structure is regu¬ 
lated with a gate, and a hinged frame is provided to lock the 
gate and wheel at the same time when the gate is shut. 

The standard size of wheel is 2 feet 6 inches in width, and is 
designed for a normal capacity of 4 second-feet,* which may be 
crowded to 5 second-feet. The loss in bead or fall necessaiy tq 
iterate the meter is small; it ranges frc«n about H inch for a flow 
<oS. cuHo foot per second to about 4 inches for a flow of 4 cubic 
leetperaeoond. The flow of ilie water causes the uHhe4 to imvolye 
and the revoluisons are rostered on a Veeder eounter« The 
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water enclosed in a volume equal to that between the outside 
face of the drum and the outer edges of the vanes is 27.3 cubic 
feet. This would be the volume passed through the structure for 
one revolution of the wheel if there were no leakage. The leak¬ 



age will depend on the difference in upstream and downstream 
water tevek and on the depth of water on the upstream «de.. 
Hie results of tests made at the Univ^ty Farm at Davis, Call- 
liimia) slmw that tiie actual volume of water passed throui^ Mi 
tm rewoMum was d&tS cuUc feet t<a a relatively small dq^ , 
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water in the channel, 30.4 cubic feet for a greater depth, and 33*0 
cubic feet for the maximum depth used. 

Plans furnished by the State Rivers and Water Supply Com¬ 
mission of Australia indicate that the structure is placed rela¬ 
tively high in the ditch, to insure a small depth of water in the 
channel. In these plans the horizontal shaft of the meter is 8 
inches above the full supply water level. The tests made at Davis 
indicate that these conditions are necessary for accurate measure¬ 
ments and that when they are obtained the meter measurements 
will be suflSiciently accurate. 

Grant Michell Meter (Fig. 175 and Plate XX, Pig. D),—This 
meter was originated in Australia, where it has been used to a 
considerable extent. It consists of a four-bladed fan, fastened 
to the lower end of a vertical spindle which transmits the revolu- 



Fig. 175.—Grant Michell 12-in. meter. 


tion of the fan to a gear box at the upper end. This mechanism 
is suspended from a cast-iron bracket over a wrought-iron orifice 
placed below the canal bed and built or bolted down into 
the downstream part of a box divided into two parts by a baffle 
wall open at the bottom and extending above the water surface. 
The water passes down through the opening and imparts a rotary 
motion to the fan. The gear box forms the recording device, 
which consists of a series of dials giving a contiguous record in 
acre inches and fractions or in cubic feet. The fan spindle and 
gear box are removable and portable and can be used for several 
boxes. The discharge depends on the size of the orifice plate 
md the difference in elevation in the water surface upstream 
md dotmstmm* 

Thip sizes of metem, as denoted by the dimneb^ of tlae 
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circular openings, are 124nch, 18-inch, 21-inch, 39-inch and 66- 
inch. The corresponding capacities, as given by the manu¬ 
facturers with 3 inches loss of head, are 166,3.75, 5.83,16.66 and 
50 cubic feet per second. These meters are now made in the 
United States by Ainsworth & Sons of Denver, Colorado, who 
quote as follows for the smaller sizes: 

12>mch meter, bronze $35 00; iron $30 00 

18-inch meter, bronze 45 00, iron 40 00 

These prices include the bracket and orifice plate. The meters 
will give sufficiently accurate records for considerable variations 
in the rate of flow or loss in head. This is illustrated by the fol¬ 
lowing tests made on the meters supplied to the State Rivers 
Commission of Victoria, Australia: 


Mean of Two 21-inch Metebs, 1 Year in Use 


Number of test 

By weir, cubic feet 
per second 

By meter, cubic feet 
per second 

Di/Terence, per cent 

1 

4 71 

4 45 

-5 5 

2 

3 >1 

3 60 

-3 0 

3 

2 72 

2 52 

-7 3 

4 

1 71 

1 65 

-3 5 

5 

1 13 

1 07 

-5 3 

6 

0 41 

0 43 

+4 9 

Mean of Two 21-inch Meters, 2 Years 

IN Use 

Number of test 

By weir, cubic feet 
per second 

By meter, cubic feet 
per second 

Difference, per cent 

1 

4 67 

' 4 35 

-6 8 

2 

3 78 

3 55 

-3 8 

8 

2 74 

1 2 54 

-7 8 

4 

1 73 

1 64 

-5 2 

5 

1 10 

1 os 

-4 5 

6 

0 42 

0 43 

+2 4 


For all rates of flow> except the lowest in each series, the registered 
flow is smaller than the flow measured by the weir, averaging 
about S per eent4 less for the first series, and 5.5 per cent, for the 
second smiea The manufacturers state that the metm are de¬ 
signed to register about 3 per cent low to avoid overcharipn| 
igWssiSjDaerib ^ 
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Por flows which are only a small fraction of the ci^>a(aty of 
the meter, the registered flow will be smaller than the actual flow; 
this is as might be expected and is due to the retarding ^ect of 
friction on the movement of the wheel. 

The most serious objections against its general use are the com*- 
paratively high cost, the possibility of obstruction by sticks, 
weeds or other similar material transported by the water and 
probably the deposition of silt with waters carrying much silt. 
A screen may be used at the inlet to the structure, but may re¬ 
quire frequent removal of the weeds collecting on the screen, in 
order to prevent obstruction of the flow which might result in 
overflow of the banks of the canal, with the resulting damage. 

The Hill Meter (Fig. 176).—^This device is very similar in 
construction and in operation to the Grant Michell meter. It 



Fro. 176.—Section of Hill meter. 


is formed of a short vertical hollow cylinder, through which the 
water flows and in which is placed a revolving cylindrical head 
with projecting vanes, flxed to the lower end of a shaft, whose 
upper end is connected to a counter. The water flows upward 
through the cylindrical opening, and causes the meter to revolve. 
The volume of water passed is registered by the counter and can 
be read in units of 0.001 acre-feet. No special efforts have been 
made to push the sale or use of these meters; it is estimated that 
the meter for the 124nch opening should cost about $10; for 
larger sises the cost should not be much greater. The results 
of thirteen tests made at the University Farm, Davis, Califomia, 
on a IS-inch meter, indicate that for discharges varyii^ from 
about 1 to 3.5 cubic feet per second, the discha^ 

was 1.3 per cent, lees than the actual discharge. Twenty-three 
tests made by the U. S. Beclamation Service tA Boise^ Idaho. 
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■with discharges varying from 1.11 to 3.96 cubic feet per second, 
give an average registered discharge of 2 6 per cent, less than 
the actual discharge. 

This meter is less liable to be obstructed by sticks, weeds or 



Fia. 177.—Hanna self regiatenng meter. (Hess Flume Co , Denver, Colo ) 



Pie. 178.—Hanna self registering meter. (Hess Flume Go, Denver, Ccdo) 

tfimil^ J material transported by the water than the Grant Michell, 
is equally liable to cause the deposit of cmaraer silt or sand 
in the part of th^ box below the opening. 

annan !3elMtgi»t«ring ISeter (Figs. 177 and 178}.--^ 

meter, invented by f. W. Banna, ia manufaotnied 1^ tm 



Fig 179.—Ilanna meter used in connection with Cippoletti weir. (Hess 
j Flume Co , Denver, Colo ) 

a float driven cam. The clock drives a section of a sphere, 
which in turn drives a cylindrical drum, mounted on a shaft, 
which carries a worm gear to drive a recording device. The cam 
is connected to the same axis as the float wheel, and bears against 
an arm extending from the frame, which carries the cylindrical 
drum. The cam is operated by the float and float wheel, and 
its motion shifts the point of contact between the cylinder and 



Fig. 180.—^Hanna meter used in connection with submerged orifice^ 
* (Hess Flume Co., Denver, Colo.) 


the sphere, such that the integrated record will^ correspond to 
the discharge. The shape of the cam is made to correspond with 
the discharge curve of the rating station, flume, weir or orifice^. 
For the submerged orifice the meter itself is supported on floats 
placed in float wells connected with the upstream side of the ori¬ 
fice atui the cam is operated by a float placed in a float well con-^ 
npeted the dfownstream side of the orifice (1%. The 
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motion of the cam corresponds then to the difference in water 
levels. 

GAUGES AND AUTOMATIC REGISTERS 

Gauges may be divided into two clasbcs 
First .—^Those which are graduated in feet and inches or in 
feet and decimals. 

Second .—Those which are graduated to read the flow directly 
in cubic feet per second 

Gauges of the first class are generally used at i ating stations and 




flumes and with orifices to read the depth of water. Various 
forms have been devised to permit accurate reading of the water 
level. Fig. 181 shows the form of gai^s devised by W. G. 
Steward, Assistant En^neer U. S. Reclamation Service, Boise 
project, Idaho. One form is for a wooden gauge; the other for a 
gauge marked or stamped in soft cmnent. The design formed of 
sloping and vertical lines gives intersections which permit cUrect 
reading to of a foot. For the wooden gauge the design is 
formed with saw cuts about H inch wide and }i inch deep. An 
efiame^ gauge deaignMfor useontheTietonim>ject> Washinie* 
ton, k shown in Fig; 162. This (^uge is gMuated to isad 
diri^y in t(m^ fnd hundnwitha a loot. 
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Fig, 183. —Weir gauges graduated in cubic feet 
per second. Tieton Project, Wash. 



Fig. 184. —Weir gaupe 
for 3 ft. Cippoletti weir. 
Oakley Project, Idaho. 



1l^ed m Om CM tfoio la.* 
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Gauges of the second class, graduated to read the flow directly, 
are often used for weirs. Fig 183 shows two styles of enam¬ 
elled gauges, with black markings on a white background, designed 
for the Tieton project, Washington. Fig. 184 shows an enam- 



SlOE ELEVATtOM, 
WITH COVCA riEMOVEO 



Fia 186,—^Automatio register (Bull 86, Office of Exp Bta , 
V S Dept Agr) 


elled gage for a 3-foot weir, in whieh graduations giv^ the 
flow in euUc foet per se^nd with the correspanding flow in min* 
er’sinehed, This stjde of gauge was made for thoOaldey project, 
Xdahe, and cost I^i^t 35 cents apiece. 

AntotfiMio regimen are inM at ratil^( stathms and weirs wlwn 
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it is desired to have a continuous record of the variations in wate^ 
level, with which the corresponding rates of flow and total volume 
of water in a given time are obtained. There are various makes 
and types of automatic registers. In general they consist of 
a clock, a float with counterweight, and a cylinder or drum, 
to which is fastened a sheet of paper on which the depth of water 
at different times is recorded by a pencil or pen. 

The registers most commonly used in irrigation work can be 
grouped into two classes. In one class the cylinder is placed 
vertically and is rotated by a clock which gives it one revolution 
a week (Fig. 185). The pencil is connected to the float, which is 
placed in a well or box built on the side of the weir box or rating 
flume or canal and connected with the water through an orifice. 
The fluctuations in water level cause rises and falls of the float 
and corresponding movements of the pencil, which are recorded 
on the sheet placed on the drum. 

The other class of register differs from the first class in that 
the cylinder is placed horizontally and is rotated b> the float in¬ 
stead of by the clock and the pencil is carried parallel with the 
cylinder by connections with the clock (Fig. 186). In each case 
the record obtained is the result of two motions which give an 
irregular line, showing the fluctuations and giving the depth of 
water at any time. 

The cost of registers ranges from about $40 upward, and for 
that reason they are seldom used for the measurement of water 
delivered to irrigators. They are, however, of much value in 
the operation of a system when installed at the head of laterals. 
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American Beet Sugar Co, drops on 
Carlton lateral, 255 

Amity Canal, sand trap and escape 
structure, 194, 197 

Arched, deck diversion weir, Uma¬ 
tilla project, 66 
diversion weir, 64 

East Park Feed Canal, Orland 
project, 68 

Arkansas Valley Sugar Beet & 
Irrigated Land Co., check 
gate on ]^wnee Canal, 307 
drop with bafiie wall, Comanche 
Canal, 246 

sand trap and escape, Amity 
Canal, 194, 197 

Automatic, escape, Springdale Ditch 
Co, 219 

gates for spillways, 178 
Milk River project, 178,190 
Belle Fourche project, 179, 
181 

radial check gate, Turlock 
Irrigation District, 314 
registers, 376 

Azusa Irrigation Co., delivery and 
miner’s inch box, 372 

Backfilling, lateral headgate struc¬ 
tures, 321 

Baffie wall, on drops, 237, 246 

stilling box for chutes, 273, 274 

Bear River Canal Co., crib weir, 51 
drojp, 258 
rotation flow, 292 

Belle Fburche project, automatic 
spillway gate, 179, 181 
overflow spillway and culvert, 
166, 169 

Bifurcation gates, see Headgates of 
laterals. 

BloW'Kiifls on cement pipe line die- 
^ trfbution system, 371 

300 


Boise project, chutes, values of'm” 
in concrete, 260 
outlet structure of, 273 
delivery gate, wooden box, cost 
of, 330 

diversion works, 1 
headgates of, 1 
weir. Ogee, 39, 56 
drops, notch, on Mora Canal, 
251 

standard wooden, 255 
wooden, on Fargo wasteway, 
257 

fish ladder, 116 

Box culverts, see Road crossings. 

Bridges, for canal crossings, 335 
data for designing flat slab re¬ 
inforced concrete, 355 
loads for design of, 352 
reinforced concrete, 348 
design of, 352 

Turlock Irrigation District, 
350 

Yolo Water and Power Co., 
350 

types of, 346 

wooden stringer type, 346 
multiple span, Milk River 
project, 347 

Sacramento Valley Irriga¬ 
tion Co., 347 
width of, 347 

Brush and loose rock diversion 
weirs, 42 

Burra diversion weir, 63 

Canal capi^city, see Carrying ca¬ 
pacity. 

Canals for distribution systM^ 288 

Capay diversion weir on CachO 
Creek; 61 

darrying capacity distnbata*> 
ries; 300, 302 

dlstributimi systeim 29t» 206 
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Canying capacity of, diversion 
canal, 298, 301 
main canal, 299, 301 
main laterals, 299, 302 
Cement pipe distribution S 3 nstems 
356, 358, 363 
accessories to, 367 
air stands for, 371 
blow-offs for, 371 
conditions favorable to, 363 
delivery and measuring box for, 
370 

design of, 363 
diversion box for, 368 
parts of, 363 

pressure regulating box for, 368 
takequt from canal for, 367 
Chanoine shutters for collapsible 
weir, 73 

Check gates, 277, 303 

automatic radial gate, 313 
cost of concrete, 310 
design of, 305 
flashboards for, 306 ' 
floor of, 306 
uplift pressure on, 306 
object of, 277, 303 
overpour type, 304, 306, 307, 
308, 309 

Boise project, 309 
Pawnee Canal, 307 
Sacramento Valley Irrigation 
Co, 308 

undershot type, 304,310,311 
University Farm, radial gate, 
311 

Yolo Water A Power Co., 
radial gate, 310 
Chutes, 222 

closed conduit or pipe type, 269 
flow in, 265 

Suin Btver project, 265, 271, 
274 

Umatilla project, 271 
eeondmy of, compared with 
<ilimps, 260 

iiMstincttmlbr, 269 
Strawberry Valley 
270 


Chutes, inlet structure for, Umatilla 
project, 271 

on distribution system, 278 
open channel type, 269 
flow in, 259 

Strawberry Valley project, 

270 

Sulphur Creek wasteway, 264 
outlet structure for, 271 
Boise project, 273 
Medina project, 274 
Strawberry Valley project, 

271 

Sun River project, 274 
Sulphur Creek wasteway, 263 
Umatilla project, 272 
Cippoletti weir, 381 

experiments on, by Stevens, 387 
by Steward and Longwell, 387 
formula for flow over, 389 
table for discharge of, 392 
Tieton project delivery gate and 
weir box, 385 

Twin Falls Salmon River Land 
& Water Co., 382 
Yakima Sunnyside project, 383 
Classification of irrigable area, 289 
Clealum crib dam, 49 
Closed weirs, 13 

compared with open weirs, 14 
see also Diversion weirs. 
Cdlapsible diversion weirs, 69 
Crocker Huffman, 77 
Las Vegas project, 71 
Moore weir on Cache Creek, 70 
Murrumbidgee River, 73 
Chanoine shutters for, 73 
necessity for, 10,12,14,86,90 
Prewitt reservoir project, 76 
Sutlej Riv6r> 86 
Comanche Canal drop, 246 
Concrete and masonry gravity diver* 
sion weirs, 15, 20, 21, 55 
Boise River, 1, 39, 56 
Burra weir, 63 
contraction cmdcs in, 01,63 
Horth iTlatte Biver^ 2, 66 

flUo Qrande Rivert 80^ 57 
Salt River, 
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Concrete and masonry gravity di¬ 
version weirs, theoretical 
cross section, on impervious 
foundation, 15 
on pervious foundation, 20,21 
Yakima River, 6, 39, 56 
see also Diversion weirs. 

Consolidated Canal headgates, 139 

Continuoxis flow method of opera¬ 
tion, 291 

advantages of, 295 
where used, 292 

Contraction cracks in concrete diver¬ 
sion weirs, 61, 63 

Corbett tunnel, diversion weir, Sho 
shone project, 65 
headworks, 110, 121 

Corinne Canal drop, 258 

Crib weirs, 44 
Bear River, 61 
construclaon of, 47 
Feather R’ver, 50 
Keechelus Lake, 48 

Crocker Huffman project, diversion 
weir, 77 

Crossings with drainage channels, 
see Drainage crossings 

Cross section of canals for distribu¬ 
tion system, 288 

Culverts, see Road crossings and 
Drainage crossings. 

Cut-off walls, for diversion weirs, on 
clay, 17, 61 

on pervious foundation, 23, 
53, 57, 61 

effect of on uplift, 23 
length of, 26 
on rock, 6 

for check gate structure, 307 
for headgate structure, 135, 321 

Dams, see Diversion weirs. 

Delivery ^nd measuring box for 
cement pipe distribution 
system, 370 

Delivery gates, 277,316 

see also headgates for laterals. 

Denver Union Water Co. sand box, 
197,206 


Dethridge meter, 376, 408 
Distributaries of irrigation system, 
277 

capacity of, 300, 302 
cross section of, 288 
importance of, 282 
location of, 286 

relation to main canal and later¬ 
als, 279 

Distribution system, 277 
carrying capacity, 296 
affected by operation method, 
291 

distributaries, 300, 802 
diversion canal, 298, 301 
general considerations, 296 
laterals, 299, 302 
main canal, 299, 301 
classification of irrigable area, 
289 

chutes on, 278 
description of, 279 
design of canal cross section, 288 
distributaries, importance of, 
282 

economic location, 281 i 
farm unit subdivision, 289 
general types of, 280 
location, details of, 286 
natural channels, use of for con¬ 
veyance, 277, 283 
operation methods, 291 
continuous flow, 291 
demand flow, 292 
rotation flow, 291 
selection of, 294 
parts and structures of, 277 
relation of main canal to later¬ 
als, distributaries and 
drainage channels, 279 
special types of, 366 
cement pipe, 366,368, 363 
comparison of cost, 369 
conditions favorable to, 356 
high pressure pipe system, 
361 

low pressure pipe systexn, 363 
accessories to, 367 
air standsi, 371 
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Distribution system, special types 
of, low pressure system, 
blow-offs, 371 
conditions favorable to, 363 
delivery and measuring 
box, 370 
design of, 363 
division box, 363 
parts of, 363 

pressure regulating box, 
368 

takeout from canal, 367 
pipe systems, 358 

cost of compared witli 
wooden flume, 359 
wooden flume system, 356, 
358 

life of, 360 

wooden pipe system, 356, 358 
life of, 360 

Diversion canal capacity, 298, 301 
Diversion weirs, 1 
absence of, 9,119 
arched type, 64 
East Park Feed Canal, Or- 
land project, 68 
brush and loose rock, 40, 42 
closed type, 13 
cobble, 42 
collapsible, 69 
Crocker Huffman, 77 
Las Vegas project, 71 
Moore weir on Cache Oree^ 
70 

Murrumbidgee River, 73 
Chanoine shutters for, 73 
necessity for, 10,12,14, 86, 90 
Prewitt reservoir project, 76 
Sutlej River, 86 
concrete and masonry, 55 
Boise River, 39, 56 
Burra weir, 63 
contraction cracks in, 61, 63 
North Platte River, 2, 39, 56 
Rio Grande River, 39, 57 
Salt River, 2,58 
Yakhna River» 6,39, 56 
orib^ 44 

River, 51 


Diversion weirs, crib, construction 
of, 47 

Feather River, 50 
Keechelus Lake, 48 
design of, 14 

on impervious foundation, 14 
drainage of foundation, 20, 
56 

dynamic forces, 14, 32 
floor, length and thickness, 
40 

static forces, 14 
theoretical cross section, 
gravity type, 15 
upward pressure due to in¬ 
filtration, 20 

on pervious foundation, 15, 
21, 59 

apron or floor, 40, 60 
dynamic forces, 32 
floor thickness, weight and 
length, 24, 26, 41, 60 
Indian type of weirs, 20, 
27, 29 

path of percolation, 23,28,60 
riprap floor extension, 26, 
32, 41 

theoretical cross section, 16 
underflow, 15, 28, 47 
upward hydrostatic pres¬ 
sure, 15, 22, 24, 28, 53 
eai*th embankments for end 
extensions, 2, 6, 10, 77, 120 
economic consideration of loca¬ 
tion, 9 

effect on* flood flow level, 10, 11 
flow of water over, 19, 32, 34, 
36, 37 

foundation stripping, 48 
framed type, 13, 52,64 
gravity type, theoretical cross 
section, 15, 20 
height of, 8 

impact of ice and trees on crest, 
15, 42 

Indian type weir, 20,27 
length of, 11 

location of, 9, 11,12 , 

loose rock Indian type, 20,27 
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Diversion weirs, loose rock fill, 
Jamrao, 21 
Laguna, 21, 27, 29 
Okhla, 27 

Ogee type, 21, 32, 37 
Boise project, 1, 39 
flow over, 32, 34, 37 
coefficients of, 35 
cun/e of falling water, 36 
forms of, 38 

North Platte project, 2, 39 
Rio Grande project, 39 
Salt River project, 57 
Yakima Sunnyside project, 
6, 39 

open type, 3, 10,13, 14, 52, 69 
position of, 8 
reinforced concrete, 64 

Corbett txmnel diversion 
works, Shoshone Rivei, 65 
Three Mile Falls, Umatilla 
Rive •, 66 

riprap or paving floor extension 
to protect stream bed, 26, 
32, 41 

rollerway downstream face, 32, 

39, 45 

site of, requirements for good 
location, 12 
skew location, 8 
stepped downstream face, 32, 

40, 45 

submergence of, effect on de¬ 
sign, 19 
types of, 13 
water cushion, 41 
when not needed, 9, 119 
wooden frame, 52 
Kern River, 53 

Diversion works, general considera¬ 
tions, 1 

general layout, 1 
Boise project, 1 
North Platte project, 2 
Salt River project, 2 
Sirhind Canal, 85 
Truckee-Carson project, 3 
Yakima SUnnyside project, 6 
location, requirements for, 12 
ml% problems at^ 84,87 


Division, box for cement pipe line 
distribution system, 368 
gates, 316 

see also Headgates for laterals. 

Dodson North Canal, see Milk River 
project. 

Drainage, channels used for convey¬ 
ance of irrigation water, 
283 

crossings with irrigation canals, 
208 

culverts under irrigation ca¬ 
nals, 212 

Dodson North Canal, 213 
Interstate Canal, 213 
flumes over drainage channel, 
210 

intercepting channel and di¬ 
version works, 209 
Naches Power Co., 209 
inverted siphons, 210 
level crossings, 215 
Umatilla project, 218 
Springdale Ditch Co., 219 
Lower Yellowstone project, 
220 

object of, 208 

overchute flumes to carry 
drainage water, 214 
reinforced concrete, Pryor 
Creek, 214 

wooden. East Park Feed 
Canal, 215 
tjrpes of, 208 
merits of, 220 
systems, need for, 285 

Drop down surface curve in canal 
flow produced by a spillway, 
160 

Drcps. 222 

baffle walls for, 237, 246 
breast wall, design of, 238, 
239 

contracted length of crest for> 
226, 241 

cost of concrete, 245, 247, 250^ 
252, 255 
wooden, 257 
design of, 225 

details of and their destgUi 2M 
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Drops, economic height of, 223 

economy of, compared with 
chutes, 259 

effect on upstream canal veloc¬ 
ity, 225 

erosive effect of eddies at outlet, 
238 

floor and water cushion of, 234, 
240 

flow Over, 226, 228, 235 
gratings, 237 
Huntley project, 248 
impact at foot of, 234 
location of, 223 

Modesto Irrigation District, 
241, 243 

notch, 229, 248, 251, 253 
flow through, 230 
Mora Canah 251 
North Platte project, 248 
U. S. Indian Reclamation 
service, 253 
raised crest, 227, 243 
water cushion for, 234 
wings and side walls, 240 

Earth embankment extensions at 
diversion weirs, 2, 6, 77 
need for, 10,120 

East Park Feed Canal, arched diver¬ 
sion weir, 68 

overchute flume for drainage 
water, 215 

Escapes from canals, 181 
action of, 185 
Amity Canal, 197 
capacity of, 185 
design of, 185 

Dodson North Canal, 188, 190 
effect of, on canal flow, 160 
location of, 183 

Lower Yellowstone project, 204 
necessity for, 183 
securing action on silt deposits, 
183, 187 

^ Springdale Ditch Co., 219 
Umatilla projects 201,218 

Falk, see Drops and Chutes* 


Farm units, plan of subdivision, 289, 
290 

size of, 290 

Feather River crib weir, 50 
Fish ladders, 1,114 

Boise project diversion works, 
1, 116 

Yakima Sunnyside project di¬ 
version works, 115 
Flashboards, advantages of, 127 
use of for, check gates, 306, 307, 
308, 309 

diversion weirs,13,62,62,70,71 
headgates of diversion works, 
103, 114, 127, 134 
Flow of water in, over, or through, 
chutes, 259, 265 
delivery boxes, 376, 402 
diversion weirs, 19, 32, 34, 36, 37 
curve of falling water, 36 
drops, 226, 228,235 
notch, 230 

gate openings, 9,376, 395, 402 
headgates of, diversion works, 
9, 127, 130 
laterals, 319, 327 
measuring weirs, 389 
scouring sluices at diversion 
works, 92 

siphon spillway, 170 
Flumes for, drainage crossings, 210 
special type of distribution sys¬ 
tem, 356, 358 
Framed weirs, 13, 52, 64 
Friction in gate bearings, 5,143 

Gate-lifting devices, 148 
bevel gear, 157 
classes of, 149 
friction coeiflcient, 148 
hoist, 152 

hydraulic operated, 102 
inclined plane class, 153 
lever class, 150 
operating force, 158 
power-operating machinery, 99, 
102, 104,108 
pulley class, 186 
lack and pinion, 150,152 
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Gate-lifting devices, screw lift, 153 
ecrew and worm, 156 
windlass, 153 

Gate openings for measurement of 
water, 376, 395, 401 
Foote's Miner's inch box, 398 
formula for discharge, 395, 402 
free discharge, 396 
Miner’s inch, 396 
submerged discharge, 399 
Gates, automatic for, canal escapes, 
219 

canal spillways, 178,181 
radial check gate, 314 
collapsible for diversion weirs, 
13, 69, 71, 76, 77 
Chanoine shutters, 73 
for headgates, 143 
cast-iron, 102, 144 
dashboards, see Flash boards. 
Hallserinental, 127 
in sections, 5 

skimming effect, 121, 127,130 
steel, 144 

Taintor type, 6, 145, 320, 321 
of Upper Salmon Falls 
power plant, 145 
wooden, 142 

for scouring sluices, roller bear¬ 
ings, 105, 110 

Stoney type, 73, 95, 105, 109 
Taintor type, 95,105,109 
Gauges for measurement of water,416 
Gibswil siphon spillway, 174 
Granite Reef diversion works, Salt 
River project, 2, 95 
analysis of diversion weir, 58 
headgates of, 122 
scouring sluices of, 96 
Grant Michell meter, 376,411 
Gravity type diversion weirs, see 
Diversion weirs. 

Hall segmental radial gate, 147 
Hanna meter, 376,414 
Headgates for diversion canal, 119 
Boise project diversion works, 1, 
122 

buttresses lor, 137 
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Headgates for diversion canal, 
columns for, 137 
component parts of, 133 
conditions favorable for good 
site of headworks, 12 
Consolidated Canal headworks, 
139, 1*41 

Corbett tunnel headworks, 110, 
121, 127 

design of, 121,133 
discharge through, 129 
Dodson North Canal headworks, 
124, 126 

floor, design of, 134 
length of, 135 
thickness of, 136 
flow regulation, 128 
frames for, 137 
gates for, 142 
cast-iron, 144 
Hall segmental, 127 
in sections, 5 

skimming effect of, 321, 127, 
130 

steel, 144 

Taintor type, 6, 145 
of Upper Salmon I alls 
power plant, 145 
wooden, 343 
gate-lifting devices, 148 
see also Lifting devices. 
Granite Reef headworks, 97, 
101 , 122 

height and width of gate open¬ 
ings, 131 

hydraulic computations, 130 
hydrostatic uplift pressure, 
136 

Las Vegas headworks, 123,125 
Murrumbidgee headworks, 108 
North Rlatte project head- 
works, 2, 123 
object of, 119 
operating platform of, 140 
overpour type, 121, 127 
panel wall of, 140 
Prewitt reservoir project, 123 
Rio Grande project ^adworke, 
138 
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Headgates for diversion canal, 
Salt River project headworks, 3, 
97, 101, 122 
side walls of, 136 
Sirhind Canal, 86 
substructure of, 133 
Truckee-Carson project head- 
works, 3, 121, 122, 127 
types of, 121 
undershot type, 122, 127 
uplift hydrostatic pressure, 136 
wing walls of, 136 
Yakima Sunnyside project 
headworks, 6, 122 
Yuma project headworks, 121 
Headgates of laterals 
backfilling of, 321 
bifurcation gates, 316 

Twin Falls Salmon River 
Land and Water Co., 321 
culvert type, 326 
Flathead project, double 
compartment, 331 
flow through, 327 
Sacramento Valley Irrigation 
Co., concrete box, 331 
corrugated pipe, 328 
Salt River project, large 
triple compartment, 334 
South Alberta Land Co., pipe 
and weir, 328 

Turlock Irrigation District, 
concrete box, 330 
cost of, 331 

Twin Falls Salmon River 
Land & Water Co., wooden 
pipe, 326 
wooden box, 329 
cost of, 329, 330 
delivery gates, 277, 316 
measurement of water 
through, 376, 402 
Orland project, 323 
Sacramento Valley Irrigation 
Co., 326, 328, 331 
South Alberta Land Co., 328 
Turlock Irrigation District, 
330 

Twin Falls Ssliuon River 
land & Water Ck>., 326 


Headgates of laterals, wooden box, 
329 

Yolo Water & Power Co., 401 
division gates, 316 
of Umatilla project, 323 
gates and gate lifts, see Gates 
and Lifting devices, 
object of, 277, 316 
open channel type, 317 
dimensions of gate openings, 

320 

general form and parts of, 317 
hydraulic computations, 318 
Orland project delivery gate, 
323 

position of structure, 320 
Sacramento Valley Irrigation 
Company delivery gate, 
324 

South San Joaquin Irrigation 
system headgate, 321 
Taintor gates, use of, for, 320, 

321 

Twin Falls Salmon River 
Land & Water Co., 323 
undermining of, 321 
types of, 316 

Headworks, see Diversion works and 
Headgates for diversion 
canal. 

Hemet Land & Water Co., sand box, 
197, 205 

Highway crossings, see Road cross¬ 
ings. 

HiU meter, 376, 413 
Huntley project, notch drop, 248 
overchute flume for Pryor 
Creek, 214 
rotation flow on, 293 
Hydrostatic uplift pressure on, check 
gates, 306 

diversion weirs, 20, 22,28, 63 
headgates, 136 

Indian type of diversion weirs, 20,27 
29 

Interstate Canal, culvert crossing for 
drainage channel, 213 
headgates to, 2,123, X26 
notch drc^s on, 248 
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Inverted siphon, culverts for road 
crossings, 335, 336, 342 
drainage crossings, 210 
Irrigable area, classification of, 289 
net percentage irrigated, 289 

Jamrao weir, 21 

Kamloops Fruitlands Irrigation <Sr 
Power Co., escape and sand 
box, 191 

pipe line system, delivery box 
for, 370, 371 
division box for, 369 
takeout structure from canal 
of, 367 

valve delivery box, 370 
Keechelus Lake, crib dam, 45, 48 
Kennedy gauge outlet, 404 
Kern River wooden frame diversion 
weir, 53 

Laguna diversion weir, 21, 2“/, 29 
Las Vegas Irrigation project, collap¬ 
sible weir, 71 

headgates of diversion works, 
125 

Lateral headgates, see Headgates of 
laterals. 

Laterals of distribution system, 277 
capacity of, 299, 302 
cross section of, 288 
location of, 287 

relation to main canal and dis¬ 
tributaries, 279 

see also Distribution system. 
Leasburg Canal, sand trap, 194, 200 
Level crossings with drainage chan¬ 
nels, 215 

Lower Yellowstone project, 220 
Springdale Ditch Co., with 
automatic escape gate, 219 
Umatilla project, 218 
Location of distribution system, 286 
diversion works, 9,12 
Logways, 117 

Boise project, 1, 118 
Log weirs, 43 


Ijoose rock Indian type of weirs, 20, 
27 

Jamrao weir, 21 
Laguna weir, 21, 27, 29 
Okhla weir, 27 

Lower Yellowstone project, level 
crossing with drainage 
channel, 220 
overflow spillway, 166 
sand basin and sluiceway, 204 

Masonry or concrete gravity diver¬ 
sion weirs, 15, 20, 21, 55 
Boise River, 39, 56 
Burra weir, 63 
contraction cracks in, 61, 63 
North Platte River, 2, 39, 56 
Rio Grande River, 39, 57 
Salt River, 57 

theoretical cross section on im*> 
pervious foundation, 15 
on pervious foundation, 20, 
21 

Yakima River, 6, 39, 56 
see also Diversion weirs. 
Measurement of irrigation watei*, 374 
locations on system where nec¬ 
essary, 375 
necessity for, 374 
Measuring devices, 374 

automatic registers, 376, 386, 
416 

Cippoletti weirs, 381, 382, 383, 
385, 387, 389, 392 
conditions controlling use of, 
377 

delivery boxes, 376, 402 
Dothridge meter, 376, 408 
gate openings, 376, 395, 398, 401 
gauges, 416 

Grant Michell meter, 376, 411 
Hanna meter,^376, 414 
Hill meter, 376, 413 
Kennedy gauge outlet, 404 
Miner's inch, boxes, 397 
Foote’s measuring and de¬ 
livery box, 398 
values of, 3^ 
orifices, 376, 395, 399, 400 
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Measuring devices, rating flumes, 
376, 377, 378, 379 380, 381 
stations, 376, 377 
advantages of, 381 
installation of, 379 
method of use, 378 
rectangular weirs, with end con¬ 
tractions, 381, 389, 393 
without end contractions, 381 
384, 389, 393 

tube delivery boxes, 376, 402 
types of, 376 
Venturi meter, 276, 406 
weirs, 376, 389, 391 

Medina project, chute stilling basin, 
274 

Milk River project, autonaatic spill¬ 
way gates, 188 

box culvert, railroad crossing, 
344 

escape and sluiceway, 188 
and spillway, 190 
headgates at Dodson^ Canal 
headworks, 124, 126 
pipe drainage culvert, 213 
railroad culvert, 342 
wooden bridge, multiple span, 
347 

Miner’s inch, boxes, 397 

Foote’s measuring and delivery 
box, 398 
values of, 396 

Modesto Irrigation District, con¬ 
crete drop, 241 

map of distribution system, 
278 

reinforced concrete drop, 243 
rotation flow on, 292,293 

Moore collapsible weir on Cache 
Creek, 70 

Movable diversion weirs, see Collap¬ 
sible weirs. 

Murrumbidgee River, diversion 
works, 73 

scouring sluices, 108 

Naches Power Canal, intercepting 
channel for drainage water, 
206 


Naches Power Canal, sand trap, 
194, 201 

Natural drainage channels, for con¬ 
veyance of irrigation water, 
277, 283 

Net area irrigated, 289 
North Platte project, box culvert 
drainage crossing, 213 
diversion weir, 2, 39, 56 
headgates of Interstate Canal, 
123, 125 

notch drops, 248 
scouring sluices in diversion 
weir, 2 

Notch drops, 229, 248, 251 
flow through, 230 
Huntley project, 248 
Mora Canal, 251 
North Platte project, 248 
U. S. Indian Reclamation Ser¬ 
vice, 253 

Ogee diversion weirs, 21, 32, 37, 39 
Boise project, 1, 39, 56 
extent of use, 21,38 
floor, length and thickness, 40 
flow over, 32, 34,37 
coefficients of, 35 
curve of falling water, 36 
forms of, 38 

North Platte project, 2, 39 
Rio Grande project, 39 
Salt River project, 57 
Yakima Sunnyside project, 6, 
39 

Okhla diversion weir, 27 
Open weirs, 3,13, 52, 69 

compared with closed weirs, 
14 

need for, 10,12,14 
see also Diversion weirs. 
Truckee-^Carson, 3 
wooden frame, 52 

Operation of distribution system, 
291 

continuous flo^ff, method of, 291 
demand flow, method of, 292 
rotation flow, method of, 291 
selection of, method of»294 
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Orifices, for measurement of water, 
376, 395 

formula of discharge, 395, 400 
standard submerged orifice box, 
U. S. Reclamation Service, 
400 

submerged discharge, 399 
variation in head, effect on dis¬ 
charge, 396 

Overchute flumes for drainage water, 
* 314 

reinforced concrete, Pryor 
Creek, 214 

wooden, over East Park Feed 
Canal, 215 

Overflow spillways for canals, 164 
see also Spilb^ays. 

Overpour gates, advantages of for 
check gates, 304 
comparison with overpour, 127, 
304, 318 

for check gates, 121,127,128 
skimming effect, 121,127,130 

Path of percolation, under diversion 
weirs, 15, 22, 23, 28, 29, 53, 
60, 63 

under headgate structure, 135, 
321 

Pawnee Canal, reinforced concrete 
check gate, 307 

Percolation, see Path of percolation. 

Pipe chutes, 265, 271, 274, 275 

culverts for, drainage crossings, 
212 

road crossings, 336, 339, 341, 
353 

delivery gates, 326, 328 
distribution system, 356, 358 
oement pipe, 356, 358, 363 
conditions favorable to, 356 
cost of, compared with wooden 
flumes, 359 

high pressure type, 361 
low pressure type, 363 
accessories to, 367 
air stands, 371 
blow-offs, 371 

conditioxus favorable to, 363 
88 


Pipe distribution system, low pres¬ 
sure type, delivery and 
measuring box, 370 
design of, 363 
division box, 368 
parts of, 363 

pressure-regulating box, 368 
takeout from canal, 367 
wooden pipe, 356, 358 

Pressure-regulating box for cement 
pipe distribution system, 
368 

Prewitt reservoir project, collaps¬ 
ible diversion weir, 76 
headgates of diversion canal, 122 

Protection of, bed of canal at drops, 
238 

bed of stream at too of weirs, 26, 
32, 41 

stream banks below headworks, 
119, 121, 137 

Pryor Creek, reinforced concrete 
overchute, 214 

Radial gates, see Taintor gates. 

Railroad crossings, 335 

see also Road crossings. 

Rating flumes and stations, 376, 377 
advantages of, 381 
installation of, 379 
method of making measure¬ 
ment, 378 

reinforced concrete flume, 380 

Rectangular weir, with end contrac¬ 
tions, 381, 389, 393 
without end contractions, 381, 
384, 389, 393 

Regulator, see Headgates. 

Reinforced concrete diversion weirs, 
64 

Corbett tunnel, Shoshone proj¬ 
ect, 65 * 

Three Mile Palls, Umatilla proj¬ 
ect, 66 

Removable weirs, see Collapsible 
weirs. 

Rio Grande project, diversion weir, 
39, 57 

headgates of diversion works> 1$S 



434 


INDEX 


Rio Grande project, diversion works, 
wooden gate for, 142 
sand trap, on Leasburg Canal, 
194, 200 

Riprap for floor extension of weirs, 
26, 32, 41 

River bank protection at headworks, 
119, 121, 137 

bed protection at toe of weirs, 
26, 32, 41 

Road and railroad crossings, 279, 335 
box culverts, 343 
data for designing, 355 
design of, 354 
loads for design of, 352 
Milk River project, 344 
Orland project, 344 
Umatilla project, 345 
bridges, 335 

data for designing flat slab 
reinforced concrete, 355 
loads for design of, 352 
reinforced concrete, 348 
design of, 352, 355 
Turlock Irrigation District, 
350 

Yolo Water & Power Co., 
350 

types of, 346 
width of, 347 
wooden stringer type, 346 
multiple span, Milk River 
project, 347 

Sacramento Valley Irriga¬ 
tion Co., 347 

general description and types, 
335 

pipe culverts, 335, 336 
adaptability of kinds of pipes, 
339 

cast-iron pipe, 339, 342 
Milk River project, 342 
cement pipe, 836, 341 
Orland project, 341 
comparative cost of pipes, 340 
corrugated steel ^ipe, 338, 
341 

Sacramento Valley Irriga* 
tion Co., 342 


Road and railroad crossings, pipe 
culverts, design of, 353 
reinforced concrete pipe, 337 
steel pipe, 338 
vitrified clay pipe, 337 
wooden stave, machine 
banded pipe, 337 
pipe inverted siphon culverts, 
335, 336 

South San Joaquin Irriga¬ 
tion District, 342 
Turlock Irrigation District, 
342 

selection of type, 335 

Rockfill Indian type diversion weirs, 
20, 27, 29 

Rollerway downstream face on 
diversion weirs, 32, 39, 
45 

Rotation flow method of operation, 
291 

advantages of, 295 
Bear River Canal system, 292 
Huntley project system, 293 
Modesto Irrigation District 
system, 292, 293 
Tempe Canal system, 293 
where used, 295 

Sacramento Valley Irrigation Co. 
check gate, 308 

concrete box delivery gate, 
331 

corrugated pipe, delivery gate, 
328 

road crossing, 342 
inverted siphon culvert, 212 
open channel type delivery 
gate, 324 

wooden bridge, multiple span, 
347 

Salt River project, Granite Reef 
diversion works, 2, 57, 97, 
101, 122 

' lateral headgate, 334 
scouring sluices, 96 

Sand, prevention of entrance at 
headworks, 84,127,130 
see also Silt. 
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Sand boxes and sand gate struc¬ 
tures, 192 
location of, 192 
necessity for, 192 
object of, 192 
scouring action, 205 
settling basin type, 194, 201 
Lower Yellowstone project, 

204 

Umatilla project, 196, 201 
trap and settling type, 205 
Denver Union Water Co., 
197, 206 

Hemet Land & Water Co., 

205 

trap type, 193, 197, 200, 201 
Amity Camd, 194,197 
Leasburg Canal, 194, 200 
Naches Power Co. Canal, 194, 
201 

types of, 193 

Scouring escapes in canals, 159, 183 
see also Escapes. 

Scouring of silt in canals, by escapes, 
159, 183, 187 

Scouring sluices of diversion works, 
84 

area of openings, 91, 96, 98 
Boise project, diversion works, 
1 

capacity of, 91, 99, 113 
Capay weir, 96 

Corbett tunnel diversion works, 
Shoshone project, 110 
design of, 90 
discharge through, 92 
floor, design of, 94 
position of, 93 
gates for, 95, 99, 104 
Granite Reef diversion works, 
Salt River project, 3, 96 
methpd of operation, 86, 89, 104 
Murrumbidgee diversion works, 
108 

necessity for, 84, 96 
North Platte project diversion 
works, 2, 96 
object of, 84 
parts of, 90, 95 


Scouring sluices of diversion works, 
piers for, 95 
position of, 90 
silt problems at, 84, 87 
Sirhind Canal headworks, 86 
sluiceway channel of, 87, 89, 91, 
93, 97, 103, 108 
purpose of, 93 
velocity through, 92, 99, 113 
Yakima Sunnyside project di¬ 
version works, 6 
Yuma project diversion works, 
102 

Shoshone project, Corbett diversion 
tunnel weir, 65 
headworks, 110, 121 
scouring sluices, 110 
Silt and sediment, deposits, in river 
above weir, 11, 85 
in sand boxes, 194 
Kennedy’s silt theory, 90, 187 
prevention of entrance at head- 
works, 127, 130 

scouring of, at diversion works, 
84, 87 

at sand boxes, 195 
by canal escapes, 183, 187 
Siphon inverted, for drainage cross¬ 
ings, 210 

see also Drainage crossings, 
for road crossings, 335, 336, 342 
Siphon spillways for canals, 168 
design of, 173 
Gibswil siphon, 174 
hydraulic computations and 
action, 170 
Seon siphon, 175 
Sun River project siphon, 176 
Tennessee Power Co. siphon, 
173, 175 

Sirhind Canal headworks, 86 
flow over headgates, 130 
scouring sluices, 86 
Skimming type of headgates, 121, 
127, 130 

Sluice gates for scouring sluices, 92,95 
area of, 93, 99 
flow through, 92 
Granite Reef diversion works, 98 
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Sluice gates for scouring sluices, 
Murrumbidgee diversion 
works, 105 

Yuma project diversion works, 
108 

Sluiceway channel of diversion 
works, 91, 93 

Corbett timnel diversion works, 

no 

floor of, design of, 94 
position of, 93 
length of, 94 

Murrumbidgee diversion works, 
73 

Prewitt reservoir project diver¬ 
sion works, 77 
purpose of, 93 

Salt River project diversion 
works, 3, 98 

Sirhind Canal diversion works, 86 
velocity required in, 92 
width of, 94 

Yuma project diversion, works, 
103 

South Alberta Land Co., pipe deliv¬ 
ery gate and weir, 328 
South San Joaquin irrigation system, 
lateral headgate, 321 
Spillways for canals, 159 
automatic gates for, 178 
Belle Fourche project, 181 
Milk River project, 178,190 
capacity of, 163 
effect of, on flow in canal, 160 
necessity for, 162 
object of, 159 
overflow spillways, 164 
action of, 165 
Bdle Fourche project, 166 
Lower Yellowstone project, 
166 

Bun River project, 166 
U. S. Reclamation Service, 
standard design, 166 
siphon spillways, 168 
Resign of, 173 
Gibswil siphon, 174 
hydmulie computations and 
actloix, 170 


Spillways for canals, siphon spill¬ 
ways, Seon siphon, 175 
Sun River project siphon, 
176 

Tennessee Power Co. siphon, 
173, 175 

Springdale Ditch Co., automatic 
escape, 219 

Stepped downstream face of diver¬ 
sion weir, 32, 40, 45 
Stoney gates, 73, 95 

Murrumbidgee diversion works, 
109 

Yuma project, scouring sluices, 
103 

Strawberry Valley project, chute, 
270 

Stream, bank protection at head- 
works, 119, 121, 137 
bed protection at toe of weirs, 
26, 32, 41 

Sulphur Creek wasteway chute, 264 
Sun River project, overflow spillway, 
166 

pipe chute on Sun River slope 
canal, 265, 271 
siphon spillway, 169, 177 
Sunnyside project, see Yakima Sun- 
nyside project. 

Tail channels, 277, 284 
Taintor gates for, check gates, 305, 
310 

headgates, of diversion works, 
8, 145 

of laterals, 320, 321 
scouring sluices, 95 
Takeout, see Headgates of laterals. 
Tennessee Power Co., siphon spill¬ 
way, 168, 175 

Three Mile Falls diversicm weir, 66 
Tieton project, delivery gate and 
weir box, 385 

Trapezoidal weir, see Cippoletti weir 
Truckee-Carson project, Carson di¬ 
version weir and headworks, 
121, 122,127 

Trucks diversion works, Z 
cost of, 5 
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Tube delivery gates for measure¬ 
ment of water, 376, 402 
submerged short tube, Williston 
project, 402 

Turlock Irrigation District, auto¬ 
matic radial check gate, 
313 

concrete box delivery gate, 330 
railroad crossing, inverted si¬ 
phon culvert, 342 
reinforced concrete bridge, 350 

Turnouts for laterals, see Headgatea 
of laterals. 

Twin Falls Salmon River Land & 
Water Co., bifurcation 
structure, 321 
Gippoletti wep, 382 
lateral headgate, 323 

Umatilla project, chute, 271, 272 
lateral divi®ion gate, 323 
level crodoing with drainage 
channel, 218 

sand gate stnioture, 196, 201 
Three Mile Falls diversion weir, 
66 

Underflow under weirs on pervious 
foundations, 12, 15, 23, 28, 
29, 53, 60 

see also Uplift pressure. 

Undermining of lateral headgate 
structures, 321 

Undershot gates, advantages of for 
headgates, 128, 318 
comparison with overpour, 127, 
304, 318 

for check gates, 304, 310,311 
for headgates, 122, 127 

Under sluices in diversion dams, 96 
see also Scouring sluices. 

Uplift pressure on floor of, check 
gates, 306 
headgates, 135 

weirs on impervious foundation, 
20 

pervious foundation, 15, 22, 
24, 53, 60 

‘Upper Salmon Falls power plant, 
Taintor gate headgate, 145 


Venturi meter, 376, 406 
Vitrified clay pipe for culverts, 337 

Walker River, Indian reservation, 
headgates, 119 
Waste channels, 277, 284 
Wasteway, 159 

Amity Canal, 197 
Umatilla project, 201 
see also Chutes, Escapes, Spill¬ 
ways. 

Water cushion, at toe of weirs, 41 
of check gates, 306 
of drops, 234 
depth of, 236 
length of, 235 

Weirs, for diversion, see Diversion 
weirs. 

for measurement, 376, 381 
baffles, when necessary, 385 
Cippolctti or trapezoidal, 381 
experiments on, by Ste¬ 
vens, 387 

by Steward & Longwell, 
387 

formula for flow over, 389 
table for discharge of, 392 
Tieton project, delivery 
gate and weir box, 385 
Twin Falls Salmon River 
Land & Water Co., 382 
Yakima Sunnyside project, 
383 

dimension requirements for 
accurate results, 387 
formulas for flow over, 389 
inclination of, effect on dis¬ 
charge, 389 

installation requirements for 
accurate results, 388 
measurement of head, 386 
methods of installation and 
use, 382, 383 

rectangular, with end con¬ 
tractions, 381 
formula for flow over, 389 
table for dischaige of, 393 
rectangular, with ho end con^ 
tractions, 381, 384 
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Weirs, for measurement, rectangular, 
formula for flow over, 
389 

table for discharge of, 394 
U. S. Reclamation Service 
standard, 384 
types of, 381 

variation in head, effect on 
discharge, 396 

Wiggin diversion weir, Nile irriga¬ 
tion project, 64 

Wooden frame open weirs, 52 

Hammatt, W, C., type sug¬ 
gested by, 54 
on Kern River, 53 

Wooden pipe culverts for road 
crossings, 337 

Wooden pipe distribution system, 
356, 358 
life of, 360 

Yakima Sunnyside project, chute of 
Sulphur Creek wasteway, 
264 


Yakima Sunnyside project, Cippo 
letti weir, 383 

crib dam at Keechelus Lake, 48 
diversion works, 6 
headgates of, 6, 122 
weir of, 6, 39, 56 
fish ladder, 115 

Yolo Water & Power Co., bridge for 
county road, 351 
brush and cobble da^ construc¬ 
tion, 42 

check gate with Taintor gate, 
310 

delivery and measuring gate, 
401 

diversion weir, collapsible, 70 
solid concrete, 61 
measuring and delivery gate, 
401 

Yuma project, diversion works, 31, 
102 

headgates, 103, 122 
Laguna weir, 21, 27, 29 
scouring sluices, 102 






